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for  Inspection  Services 

William  Wimf 


TO: 
FROM 


Honorable  Members  of  the  Building  Inspection  Commission 


William^ong,  Deputy  Director  and  Department  Representative  to  the  Board 

SUBJECT:    Abatement  Appeals  Board:  Meeting  of  September  4, 1996.  Transmittal  of 
Documents 


I  am  providing  the  following  documents  for  the  September  4,  1996  Abatement  Appeals  Board 
meeting: 

1.  Agenda 

2.  Temporary  Rules  and  Procedures  for  Abatement  Appeals  Board  and  Staff  dated 
March  7,  1995. 

3.  Section  105.3  of  the  San  Francisco  Building  Code  titled  "Abatement  Appeals 
Board." 

4.  Minutes  of  the  July  3,  1996  meeting  of  the  Abatement  Appeals  Board. 

5.  Individual  case  summaries  for  your  review. 

I  realized  it  has  been  some  time  since  our  last  Board  meeting.  Please  feel  free  to  call  me  if  you 
have  any  questions  or  desire  additional  information.  Ilene  Dick,  Deputy  City  Attorney,  may 
be  reached  at  5543-3920.  Thank  you. 
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ABATEMENT  APPEALS  BOARD 

NOTICE  OF  MEETING 
Wednesday,  September  4, 1996,  at  3:00  p.m. 

War  Memorial  Building,  401  Van  Ness  Avenue,  4th  Floor,  Room  428 

AGENDA: 

FOR  THIS  MEETING  OF  THE  ABATEMENT  APPEALS  BOARD  and  until  such  time  as  a  policy  is  formally 
adopted,--it  is  the  interim  cooperative  intent  of  the  Abatement  Appeals  Board  of  the  City  & 
County  of  San  Francisco  that,  at  the  point  so  designated  as  Public  Comment  on  the  following 
Calendar,  members  of  the  public  may  address  the  Board  on  items  of  interest  to  the  public  that 
are  within  the  subject  matter  jurisdiction  of  the  Board— excepting  calendar  items.  With 
respect  to  calendar  items,  the  public's  opportunity  to  address  the  Board  will  be  afforded  when 
the  item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Board  for  up  to 
three  minutes.  If  it  is  demonstrated  that  comments  by  the  public  will  exceed  15  minutes,  the 
chairperson  may  continue  Public  Comment  to  another  time  during  the  meeting. 

Please  see  attachment  for  the  Board  interim  cooperative  intent  on  accessibility  to  its 
meetings. 

A.  CALL  TO  ORDER  and  ROLL  CALL: 

B.  OATH:    All  parties  giving  testimony  before  this  Board  today  will  rise,  raise  their  right 
hands  and  be  sworn. 

C.  APPROVAL  OF  MINUTES:  for  meeting  held  on  July  3, 1996. 

D.  NEW  APPEAL(S):  Order  of  Abatement 

None 

E.  CONTINUED  HEARING  (S):  Order  of  Abatement 

1.  CASE  NO.  6612:     700  7th  Street    [see  attached  pages  ] 

Owner  of  Record:       Ronaldo  J.  Cianciarulo,  700  7th  Street,  Room  107, 
San  Francisco,  CA  94107 

Walter  Wong,  205  13th  Street,  Suite  3189,  San  Francisco, 
CA  94103 

BASIS  OF  APPEAL:  Need  additional  time  to  abate  the  Notice  of  Violation. 

ACTION  REQUESTED:  MODIFY  the  Order  of  Abatement,  by  continuing  the  time  period  for 
compliance. 
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Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the 
terms  and  conditions  of  the  Order  of  Abatement. 
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2.  CASE  NO.  6614:       163-65  Chestnut  Street    [  see  attached  pages  ] 

Owner  of  Record:       Raymond  E.  Kassar,  163  Chestnut  Street,  San  Francisco,  CA  94133 

John  J.  Carniato,  3736  Mt.  Diablo  Boulevard,  Suite  300,  Lafayette, 
California  94549 

BASIS  OF  APPEAL:  Notice    of    Violation    for    unstable    hillside    is    in    error  as 
stabilization  is  not  necessary  to  prevent  hazafrd. 

ACTION  REQUESTED:  REVERSE  Order  of  Abatement. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the  terms 
and  conditions  of  the  Order  of  Abatement. 

F.  FRANCHISE  TAX  BOARD  CASES: 

None. 

G.  PUBLIC  COMMENT 

H.  ADJOURNMENT. 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 

(Chapter  67  of  the  San  Francisco  Administrative  Code) 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public. 

Commissions,  boards  councils  and  other  agencies  of  the  City  and  County  exist  to  conduct 
the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted  before  the  people 
and  that  City  operations  are  open  to  the  people's  review. 


FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER  THE  SUNSHINE 
ORDINANCE  OR  TO  REPORT  A  VIOLATION  OF  THE  ORDINANCE,  CONTACT  THE 
SUNSHINE  ORDINANCE  TASK  FORCE  AT  554-6075. 
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DEPARTMENT  OF  BUILDING  INSPECTION  

City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 

TEMPORARY  RULES  AND  PROCEDURES  FOR 
ABATEMENT  APPEALS  BOARD  AND  STAFF 

REVISED  MARCH  7, 1995 

A.  PROCEDURAL  GUIDELINES 

Pursuant  to  Section  203(t).2  of  the  San  Francisco  Building  Code,  the  Director  of  Building 
Inspection  shall  serve  as  the  Secretary  of  the  Abatement  Appeals  Board  (AAB).  As  is 
traditional,  the  Director  shall  appoint  a  member  of  her/his  staff  to  serve  as  representative 
Secretary  to  the  Board  to  perform,  in  the  Director's  stead,  the  duties  of  coordinating  the 
functions  of  the  Abatement  Appeals  Board,  with  the  assistance  of  such  inspection  and 
clerical  staff  as  may  be  necessary  to  fully  inform  the  Board  of  the  Department  of  Building 
Inspection's  foundation  for  any  appealed  Order  of  Abatement  and  to  process  timely  all 
attendant  notifications  and  subsequent  determinations. 

The  following  temporary  procedural  guidelines—adopted  by  the  Building  Inspection 
Commission  [Resolution  No.  BIC-0042.95]  at  its  regular  meeting  on  March  7,  1 995-- will 
govern  the  conduct  of  the  Board's  business  as  provided  in  Section  203(t).l-8  of  the  San 
Francisco  Building  Code,  and  as  further  explained  in  the  Rules  and  Regulations  of  the 
Abatement  Appeals  Board  that  follow  these  guidelines,  until  such  time  as  the  City  Attorney 
approves  the  guidelines  as  to  form.  Refer  also  to  the  flowchart  of  procedures. 

B.  GENERAL  DISCUSSION 

In  order  to  speed  along  the  resolution  of  the  tremendous  backlog  of  cases,  the  Director  will 
develop  guidelines  for  reviewing  and  resolving  outstanding  cases,  including  but  not  limited 
to  the  following.  These  guidelines  will  be  published  and  sent  to  all  of  the  appellants,  owner 
of  record,  complainant  if  known,  and  building  tenants: 

The  goal  is  to  deal  with  the  infringements  expediently  and  fairly.  To  this  end,  the 
original  inspector,  if  still  in  the  Department  of  Building  Inspection,  will  follow  the 
case  through  to  the  Abatement  Appeals  Board  and  its  resolution.  The  Director  will 
seek  to  establish  a  method  of  encouraging  or  rewarding  inspectors  for  obtaining 
closure  on  the  cases. 

After  the  initial  report,  the  inspector  will  identify  which  code  items  are  blatant  (such 
as  construction  without  a  permit,  faulty  electrical  or  gas  service,  etc.)  The  Director 
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will  take  action  on  these  immediately  by  posting  a  notice  that  the  Department  will 
make  the  repairs  and  bill  the  owner  if  work  is  not  performed  by  a  given  date. 

i' 

If  the  appellant  still  avoids  correcting  the  problem,  and  submits  the  matter  to  the 
Abatement  Appeals  Board,  then  the  appellant,  if  financially  able,  must  submit  a  letter 
explaining  the  reason  for  the  appeal  and  complete  a  form  supplied  by  the  Department. 

The  goal  is  to  do  as  much  as  possible  to  avoid  the  need  for  rulings  by  the  Abatement 
Appeals  Board.  Ideally,  the  staff  and  the  Director  will  be  empowered  to  make 
decisions  which  enforce  the  code  similar  to  the  manner  in  which  they  operate  during 
construction  projects.  In  other  words,  they  need  a  carrot  and  a  stick:  during 
construction  projects,  the  carrot  is  the  Occupancy  Permit,  and  the  stick  is  the  ability 
to  keep  adding  violations  if  the  project  sponsor  fails  to  respond  in  a  reasonable 
manner. 

In  general,  the  Abatement  Appeals  Board  will  avoid  continuing  cases  by  having  the 
homework  described  above  done  in  advance.  For  example,  it  will  not  have  to  argue 
about  whether  or  not  to  release  appellants  from  code  requirements  at  the  public 
hearing,  because  the  Abatement  Appeals  Board  and  the  Building  Inspection 
Commission  do  not  have  the  authority  to  waive  code  requirements,  only  to  rule  on 
items  which  are  ambiguous  (e.g.,  as  what  code  was  in  effect  at  the  time  of  the 
inspection). 

C       FILING  AND  NOTIFICATION  OF  APPEALS 

1 .  The  appellant  shall  complete  the  "Questionnaire  for  Appeal  Form"  supplied  by 
the  Department,  attach  supporting  documentation,  and  pay  all  fees. 

2.  The  representative  Secretary  to  the  Abatement  Appeals  Board  shall  review  all 
appeals  prior  to  accepting  them.  The  appellant  will  be  advised  as  to  what 
issues  are  subject  to  separate  review  by  the  Board  of  Examiners,  Access 
Appeals  Commission,  or  Board  of  Permit  Appeals,  prior  to  filing  with  the 
Abatement  Appeals  Board. 

a.  If  code  rulings  are  required  by  the  Board  of  Examiners  in  order  for  the 
Abatement  Appeals  Board  to  rule,  then  the  appellant  shall  apply  to  (and 
pay  fees  set  by)  the  Board  of  Examiners  about  the  specific  issue(s) 
within  their  purview.  Attach  a  copy  of  receipt  as  proof  of  filing. 
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b.  If  rulings  are  required  by  the  Access  Appeals  Commission  in  order  for 
the  Abatement  Appeals  Board  to  rule,  then  the  appellant  shall  apply  to 
(and  pay  fees  set  by)  the  Access  Appeals  Commission  about  specific 
issues  within  their  purview.  Attach  a  copy  of  receipt  as  proof  of  filing. 

3.  When  accepted  for  filing,  the  appellant,  owner  of  record,  complainant  (if 
known)  and  building  tenants  shall  be  notified  in  writing  of  all  hearings. 

D       DEPARTMENTAL    PREPARATION    FOR    ABATEMENT  APPEALS 
HEARINGS 

1.  The  Housing  Manager  shall  be  responsible  for  preparing  all  housing  related 
cases.  The  Building  Inspection  Manager  shall  be  responsible  for  preparing  all 
other  building/construction  (building,  electrical,  plumbing)  related  cases.  All 
case  files  will  then  be  forwarded  to  the  Secretary  at  least  ten  working  days 
before  the  scheduled  hearing  date.  (See  also  D3) 

2.  The  original  inspector  or  Departmental  staff  assigned  to  present  the  case  to  the 
Abatement  Appeals  Board  shall  make  a  site  inspection  within  thirty  days  of 
hearing  date,  perform  the  necessary  research  and  make  a  written 
recommendation  to  the  Abatement  Appeals  Board,  via  the  Director.  The 
owner  is  responsible  to  pay  for  this  site  inspection  (reinspection  fee,  San 
Francisco  Building  Code  Section  305(f)(g). 

3.  The  Secretary  will  prepare  the  case  files  and  forward  summary  materials  on 
each  case  to  all  Abatement  Appeals  Board  members  at  least  five  working  days 
before  the  scheduled  hearing  date. 

E       HEARING  PROCEDURES  AND  CONDUCT 

1 .  At  the  hearing,  a  Department  staff  will  give  a  history  of  the  case  and  will  read 
into  the  record  any  written  testimony  from  the  City  or  from  other  interested 
people  or  groups. 

2.  The  appellant  and  anyone  else  present  to  speak  on  the  issue,  will  then  be  given 
the  opportunity  to  speak  for  no  more  than  3  minutes  each.  Questions  from 
Commissioners  will  be  held  until  after  the  public  speaks. 
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3.  The  Secretary  will  read  the  Department's  recommendation  and  will  advise  the 
Board  of  their  options,  i.e.,  grant  appeal,  deny  appeal,  reverse  Director's  Order, 
add  more  time  to  order,  give  lifetime  moratorium,  etcr 

4.  The  Abatement  Appeals  Board  will  render  an  oral  decision  at  the  hearing  if 
there  is  a  majority  vote.  A  tie  or  no  majority  will  result  in  denying  the  appeal. 
The  Secretary  will  then  prepare  a  written  description  of  the  Abatement 
Appeals  Board's  ruling.  This  written  decision  will  be  binding.  The  Secretary 
shall  properly  notify  all  necessary  parties  of  the  decision  in  writing. 

F       DEPARTMENT  FOLLOW-THROUGH  AND   REFERRALS   TO  THE 
BUILDING  INSPECTION  COMMISSION  AND  THE  CITY  ATTORNEY 

1 .  Thereafter,  the  Director  will  use  all  available  means  to  enforce  the  Abatement 
Appeals  Board's  decision.  „  

2.  If  the  owner  still  refuses  to  comply,  the  inspector  will  list  the  order  of  priority 
of  the  code  violations,  subject  to  the  approval  of  the  Director.  The  Director 
will  present  the  proposal  to  the  Building  Inspection  Commission  which  will 
make  the  final  determination  of  the  order  of  priority.  If  no  other  resolution  can 
be  achieved,  the  case  will  be  forwarded  to  the  City  Attorney. 

3.  The  Abatement  Appeals  Board  and  the  Department  are  charged  with  doing 
everything  within  their  power  to  enforce  the  code  quickly  and  fairly  for  the 
good  of  owners,  tenants,  and  the  Department  staff. 

Especially  important  in  this  process  is  the  concept  that  the  inspectors  will  be 
recognized  or  rewarded  in  some  way  for  achieving  resolution  of  cases  within 
two  months  of  first  becoming  aware  of  the  code  violations  or  receiving  a 
complaint. 


Attachment 
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San  Francisco  Building  Code,  Section  203  (s)  provides  as  follows: 

"...The  Abatement  Appeals  Board  shall  have  the  power  to  hear  and  decide  appeals  from  orders  of  abatement  after 
a  public  hearing  by  the  Director  of  Building  Inspection  made  pursuant  to  Sections  203  (f)  and  203  (I),  and  to  hear  direct 
appeals  as  set  forth  in  Section  203  (b). 

\  The  Abatement  Appeals  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  public  health,  safety  and 
*  welfare  are  secured  most  nearly  in  accordance  with  the  intent  and  purpose  of  this  code  and  the  Housing  Code. 

The  Abatement  Appeals  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director  is  not  reasonable 
"m  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential  property  is  in  non-compliance  with  this  code 
pursuant  to  Section  17299  and  24436.5  of  the  Revenue  and  Taxation  Code  of  the  State  of  California..." 

se  answer  the  following  questions.  Print  legibly. 

Your  relationship  to  the  property  involved  (owner,  owner's  agent,  contractor,  etc.): 

When  was  the  work  done?  .2   

Who  did  the  work?   .  :  

Were  you  or  the  present  owner  in  ownership  or  possession  when  work  was  performed?  rf  no,  explain  (Le.,  date  property 
purchased  and  approximate  time  when  work  was  performed):   |  

What  was  the  extent  of  the  work  performed?  How  much  remains  to  be  done? 


What  is  your  occupation?  If  retired,  what  was  your  occupation?  If  you  are  a  co-owner,  list  all  other  co-owners  and  their 
occupations.  

IDo  you  own  other  properties  in  San  Francisco?   ;  

If  yes,  do  any  of  these  properties  have  orders  of  abatement?  

Have  you  owned  property  in  San  Francisco  before?  

Were  you  aware  of  the  permit  requirements  for  this  work?   . 

Was  one  of  your  employees  negligent  in  regard  to  this  permit  application? 


What  other  permits  have  you  been  granted  by  the  City? 


What  other  facts  do  you  want  the  Board  to  consider? 


(Continue  on  the  back  of  this  sheet  if  you  need  more  space. 
:l;3  under  penalty  of  perjury  and  the  laws  of  the  State  of  California  that  the  foregoing  is  true  and  correct. 


(impleted:    Signature: 


.ST  I 


Print  Name: 


tW.trm)  Title  (owner,  contractor,  etc.): 
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When  requested  to  do  so  by  any  party  or  parties  in  writing,  the  reporter  must, 
within  a  reasonable  time  after  the  request  has  been  made,  transcribe  such  specific 
portions  as  may  be  requested  and  certify  to  the  same  as  being  correctly  reported  and 
transcribed.  The  fee  for  such  transcription  shall  be  at  the  expense  of  the  party 
requesting  the  transcript  and  the  fee  shall  be  as  prescribed  by  Government  Code 
Section  69950. 

105.2.8  Decisions  by  resolution.  Every  ,  decision  and  recommendation  of  the  commis- 
sion shall  be  by  resolution,  which  shall  be  retained  as  part  of  the  commission's  official 
records.  A  copy  shall  be  mailed  to  the  appellant. 

105.2.9  Building  Inspection  Fund.  All  fees  collected  pursuant  to  Section  107  and 
110  —  Access  Appeals  Commission  Filing  Fee  —  shall  be  deposited  into  a  special 
Building  Inspection  Fund  established  by  the  City  Controller  pursuant  to  Section 
1 0.1 17-78  of  the  San  Francisco  Administrative  Code.  Funds  from  this  special  fund 
shall  be  used  by  the  Department,  subject  to  the  approval  of  the  Director  and  the 
Building  Inspection  Commission,  to  defray  the  costs  incurred  for  personnel,  supplies, 
and  equipment  in  hearing  and  deciding  the  appeals  brought  pursuant  to  Section  105.2 
of  this  code,  and  maintaining  records  and  disseminating  information  concerning  said 
appeals. 

105.2.10  Waiver  of  fee.  An  exemption  from  paying  the  Access  Appeals  Commission 
Filing  Fee  specified  in  Section  1 10,  Table  1-K,  may  be  granted  upon  the  appellant's 
filing  with  the  department  a  declaration  of  indigence  under  penalty  of  perjury.  The 
declaration  shall  be  made  on  a  form  provided  by  the  department  and  shall  be  accompa- 
nied by  such  documentary  proof  as  the  Director  shall  require. 

1053  Abatement  Appeals  Board. 

1053.1  Establishment.  There  is  hereby  established  an  Abatement  Appeals  Board, 
consisting  of  the  seven  members  of  the  Building  Inspection  Commission,  who  pass 
upon  matters  pertaining  to  housing,  building  and  construction.  The  word  "Board" 
whenever  used  in  Sections  105.3  through  105.3.10  shall  mean  the  Abatement  Appeals 
Board. 

105.3.2  Membership.  Members  of  the  Abatement  Appeals  Board  shall  be  the 
Building  Inspection  Commission  appointed  as  prescribed  by  City  Charter. 

The  Director  or  designee  shall  act  as  Secretary  to  the  Abatement  Appeals  Board. 

105.33  Powers.  The  Board  shall  have  the  power  to  hear  and  decide  appeals  from 
orders  of  abatement  after  public  hearing  by  the  Director  of  Building  Inspection  made 
pursuant  to  Sections  102.6  and  102.9,  and  to  hear  direct  appeals  as  set  forth  in  Section 
103.3,  excepting  cases  involving  disabled  access  and  adaptability  which  shall  be  heard 
by  the  Access  Appeals  Commission  pursuant  to  Section  105.2.  See  Section  110, 
Table  1-K  —  Abatement  Appeals  Board  Hearing,  Filing  Fee  —  for  applicable  fee. 

The  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  public 
health,  safety  and  public  welfare  are  secured  most  nearly  in  accordance  with  the  intent 
and  purpose  of  this  code  and  the  Housing  Code. 

The  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director 
is  not  reasonable  in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential 
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property  is  in  non-compliance  with  this  code  pursuant  to  Section  17299  and  24436.5 
of  the  Revenue  and  Taxation  Code  of  the  State  of  California. 

1053.4  Procedure.  The  Board  shall  establish  reasonable  rules  and  regulations  for 
its  own  procedures  consistent  with  the  provision  of  this  code  and  the  City  Charter.  The 
Board,  by  majority  vote,  shall  choose  its  officers  which  shall  consist  of  the  President, 
Vice  President  and  Secretary. 

1053.5  Quorum.  Four  members  of  the  Abatement  Appeals  Board  shall  constitute 
a  quorum.  Any  action  of  the  Board  shall  require  the' concurrence  of  four  members. 
No  member  of  the  Board  shall  pass  upon  any  case  in  which  the  member,  or  any 
company  or  corporation  of  which  the  member  is  a  shareholder  or  holds  an  interest 

1053.6  Hearings.  All  hearings  of  the  Abatement  Appeals  Board  shall  be  public 
hearings.  Within  10  days  after  the  filing  of  the  appeal,  the  Abatement  Appeals  Board 
shall  fix  the  time  and  place  of  a  hearing  thereon.  Such  hearing  shall  be  open  and 
public  and  the  time  thereof  shall  not  be  more  than  30  days  after  fixing  the  time  and 
place  of  the  hearing.  The  notice  of  the  hearing  of  such  appeal  shall  be  posted  in  a 
conspicuous  place  in  or  upon  the  premises  and  served  upon  the  appellant  at  least  10 
days  prior  to  the  time  set  for  the  hearing.  Once  an  appeal  is  filed,  the  order  of  the 
Director  shall  be  stayed  until  a  decision  is  rendered. 

For  good  cause  shown,  a  hearing  may  be  continued  once  by  the  Abatement  Appeals 
Board,  except  that  any  such  continuance  shall  not  exceed  60  days  and  there  shall  be 
only  one  such  continuance  allowed. 

1053.7  Rehearing.  The  Board  may  rehear  an  appeal  upon  which  a  decision  has  been 
rendered,  provided  a  request  for  a  rehearing  has  been  made  in  writing  within  10  days 
of  the  date  of  the  decision. 

1053.8  Findings  and  decisions.  The  Board  shall  issue  its  findings  and  decisions  no 
later  than  10  days  after  the  conclusion  of  the  hearing  and  such  findings  and  decisions 
shall  within  five  days  thereafter  be  posted  in  a  conspicuous  place  in  or  upon  the 
premises  and  served  on  the  appellant  and  the  Director  of  Building  Inspection. 

1053.8.1  Failure.  In  the  event  the  appellant  fails  to  appear  at  the  hearing  or  if  the 
Board  fails  to  issue  its  findings  and  decisions  within  the  time  set  forth  above,  or  denies 
the  appeal,  the  order  of  the  Director  of  Building  Inspection  shall  be  immediately 
effective  from  the  date  the  order  was  issued. 

EXCEPTION:  Except  in  cases  of  lack  of  quorum,  failure  of  the  Board  to  meet  any  of  the 
time  periods  specified  herein  shall  result  in  the  Director's  order  taking  effect  immediately. 

1053.8.2  Hazards.  In  any  appeal  where  the  Board  finds  that  there  exists  in,  on,  or 
near  any  premises,  building  or  structure,  any  condition  constituting  an  imminent  and 
substantial  hazard  to  the  life,  health,  or  safety  of  any  occupant  thereof  or  other  person, 
any  decision  of  the  Board  modifying  the  order  of  the  Director  must  provide  that  work 
to  repair  each  such  hazard  commence  within  30  days  and  be  completed  within  90  days 
after  service  of  such  decision.  With  respect  to  other  violations  which  are  not  found 
by  the  Board  to  constitute  such  a  hazard,  any  decision  of  the  Board  modifying  the 
order  of  the  Director  must  provide  that  the  work  or  repair  of  such  violations  com- 
mence within  60  days  and  be  completed  within  a  reasonable  time  not  to  exceed  18 
months. 
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1053.&3  Financial  hardship.  In  any  case  of  extreme  financial  hardship,  the  Board 
may  grant  a  moratorium  to  correct  conditions  which  are  not  imminent  and  substantial 
hazards.  Such  a  moratorium  shall  be  granted  only  to  an  owner  occupant  of  a  single- 
or  two-family  dwelling  where  all  such  hazards,  as  found  by  the  Director,  have  been 
corrected.  The  decision  of  the  Board  in  any  case  in  which  a  moratorium  has  been 
granted,  as  set  forth  above,  shall  contain  the  duration  of  the  moratorium,  and  the 
conditions  for  its  termination.  A  copy  of  the  decision  granting  a  moratorium  shall  be 
recorded  in  the  office  of  the  Recorder  of  the  City  and  County  of  San  Francisco. 

105.3.8.4  Moratorium.  Notwithstanding  the  provision^  of  this  code  and  the  San 
Francisco  Housing  Code,  the  Abatement  Appeals  Board,  upon  the  written  appeal  of 
any  person,  may  grant  a  moratorium  from  enforcement  of  a  Director's  order  made 
pursuant  to  Section  102.6  of  this  code  for  the  property  which  is  the  subject  of  the 
order  in  order  to  prevent  displacement  of  low  and  moderate  income  persons  from 
affordable  housing,  if  the  Board  finds  that: 

1.  The  Director's  order  from  which  the  appeal  is  taken  was  issued  after  April  1, 
1986;  and 

2.  The  property  is  a  Group  R,  Division  1  (R-l)  building  as  defined  in  Section  3 10. 1 
of  the  Building  Code;  and 

3.  The  building  was  constructed  prior  to  January  1,  1956;  and 

4.  The  condition  does  not  constitute  a  life  hazard  or  a  fire  hazard  as  defined  in 
Chapter  2  of  the  Building  Code;  and 

5.  The  condition  does  not  violate  the  San  Francisco  Fire  Code  or  any  code  other 
than  the  Building  and  Housing  Codes;  and 

6.  The  condition  does  not  affect  adequate  egress  from  the  building;  and 

7.  The  condition  does  not  endanger  the  life,  limb,  health,  property,  safety,  or 
welfare  of  the  public  or  the  occupants  of  the  building;  and 

8.  50%  or  more  of  the  households  living  in  the  building  are  paying  annual  rent 
equal  to  or  less  than  30%  of  the  annual  of  low  and  moderate  income  as  defined  in 
Section  104.5  of  the  Building  Code;  and 

9.  The  abatement  of  the  condition  will  have  a  reasonable  probability  of  resulting 
in  the  displacement  of  occupants  who  are  of  low  and  moderate  income  as  defined  in 
Section  104.5  of  the  Building  Code. 

1053.8.5  Findings,  copy  of.  The  Board  shall  serve  the  property  owner,  and  the 
person  requesting  the  moratorium  if  other  than  the  property  owner,  by  sending  a  copy 
of  its  findings  and  decision  by  certified  mail  to  such  persons  at  their  last  known 
address.  A  copy  of  the  findings  and  the  decision  granting  a  moratorium  shall  be 
recorded  in  the  office  of  the  Recorder  of  the  City  and  County  of  San  Francisco. 

1053.8.6  Moratorium  term.  The  maximum  term  of  the  moratorium  shall  be  10  years 
from  the  date  the  Board's  findings  and  decision  are  served  on  the  Director  of  Public 
Works.  At  any  time  during  the  pendency  of  a  moratorium  under  this  section,  any 
person,  including  the  Director,  may  request  that  the  Abatement  Appeals  Board  extend 
the  moratorium  for  one  or  more  five-year  periods  by  filing  a  written  request  with  the 
Secretary  of  the  Board.  The  Board  shall  hold  a  public  hearing  on  the  request  and  issue 


( 


1995  SAN  FRANCISCO  BUILDING  CODE 


105.3.8.6—105.4.2 


separate  findings  and  a  decision.  Any  request  for  an  extension  of  the  moratorium  shall 
be  subject  to  the  notice  and  hearing  procedures  of  this  subsection.  In  order  to  extend 
the  moratorium,  the  Abatement  Appeals  Board  must  make  the  nine  findings  above. 

105.3.8.7  Rescind  moratorium.  At  any  time  during  the  pendency  of  a  moratorium 
under  this  section,  any  person,  including  the  Director,  may  request  that  the  Abatement 
Appeals  Board  rescind  the  moratorium  by  filing  a  written  request  with  the  Secretary 
of  the  Board.  The  Board  shall  hold  a  public  hearing  on  the  request  and  issue  separate 
findings  and  a  decision.  Any  request  for  a  recision  of  the  moratorium  shall  be  subject 
to  the  notice  and  hearing  procedures  of  this  subsection. 

105.3.84$  Violations  listed.  The  moratorium  shall  apply  only  to  those  code  violations 
expressly  listed  therein.  All  other  violations  which  exist  and  are  not  so  listed  in  the 
findings  and  decision  granting  the  moratorium  shall  be  abated. 

105.3.8.9  Duration.  Once  the  Board's  order  granting  a  moratorium  is  issued,  the 
building  is  no  longer  considered  a  nuisance  or  a  substandard  building  for  the  duration 
of  the  moratorium  with  respect  to  those  code  violations  expressly  listed  in  the  Board's 
findings  and  decision. 

1053.9  Failure  to  comply.  Upon  the  failure  of  any  owner  to  comply  with  the  order 
of  the  Director  or  the  Abatement  Appeals  Board,  the  matter  shall  be  referred  within 
five  days  to  law  enforcement  authorities  of  the  City  and  County  of  San  Francisco  for 
appropriate  legal  action. 

1053.10  Compensation.  The  members  of  the  Abatement  Appeals  Board  shall  serve 
without  compensation. 

105.4  Board  of  Examiners. 

105.4.1  Establishment  There  is  hereby  created  a  Board  of  Examiners  consisting  of 
six  members  who  are  qualified  by  experience  and  training  to  pass  upon  matters 
pertaining  to  building  design  and  construction.  The  word  "Board"  whenever  used  in 
Sections  105.4  through  105.4.8  means  Board  of  Examiners.  Its  functions  shall  be: 

1.  To  determine  whether  specific  new  materials,  new  methods  and  types  of 
construction  comply  with  the  standards  of  safety  established  by  this  code;  and  to 
recommend  the  approval  or  disapproval  of  such  new  materials,  new  methods  and  types 
of  construction. 

2.  To  determine  whether  variances  from  the  requirements  of  this  code  should  be 
approved  for  specific  cases  where  new  materials,  new  methods  and  types  of  construc- 
tion are  not  involved,  and  where  the  enforcement  of  compliance  therewith  should  result 
in  unreasonable  hardships 

3.  To  determine  reasonable  interpretations  of  the  provisions  of  this  code. 

4.  To  hear  appeals  from  the  condemnation  or  abatement  order  of  the  Director 
involving  construction  methods,  assemblies  or  materials  or  where  safety  is  involved. 
A  copy  of  the  findings  of  the  Board  of  Examiners  shall  be  forwarded  to  the  Abatement 
Appeals  Board. 

105.4.2  Definition.  The  term  "standard  of  safety,"  as  used  in  this  section,  shall  mean 
the  general  degree  of  safety  conforming  to  the  provisions  of  this  code  as  required  to 
safeguard  life  or  limb,  health  and  public  welfare. 

23 


1 


ABATEMENT  APPEALS  ABOARD 

Summary  Sheet 


Address:  7C 

)0  -  7th  STREET 

Violation: 

Work  exceeding  electrical  perrriit  and  work 
without  nermit  throunhout  the  290  000  souare 
foot  building.  See  enclosed  letter  of  D.  Green 
of  2/19/93.  Current  Permit  150805  for  survey 
only. 

Life  Hazards: 

Yes,  hazardous 

Basis  of  Appeal: 

More  time  to  determine  scope  of  work  involved 
which  will  determine  the  base  permit  and 
investigative  fees. 

Action  Requested: 

Add  more  time  to  the  Order  of  Abatement 

Staff 

Recommendation: 

Uphold  Order  of  Abatement.  There  has  been 
no  resolution  of  conditions  and  penalty  fees. 

(P:\summsht.aab) 
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ABATEMENT  APPEALS  BOARD 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


August  26,  1996 


Case  No.  6612 
700  -  7th  Street 
Block  3799    Lot  004 


Ronald  J.  Cianciarulo 
700  7th  Street,  Room  107 
San  Francisco,  CA  94107 

Dear  Appellant: 

The  matter  will  be  considered  by  the  Abatement  Appeals  Board  on  September  4,  1996  at  3:00 
P.M.  at  War  Memorial  Building,  401  Van  Ness  Avenue,  Room  428. 


cc:  Walter  Wong 
Owner  of  Record 
Complainant 
Building  Occupants 
HIS,  CED  &  AAB  files 


Very  truly  yours, 


William  Wong,  Secretary 
Abatement  Appeals  Board 


[p:tds\aab-cont.996] 
(415)558-6454 


1660  Mission  Street,  3rd  Floor 


San  Francisco,  CA  94103 


ABATEMENT  APPEALS  BOARD 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  DECISION 


July  15,  1996 


Case  No.  6612 
700  -  7th  Street 
Block  3799    Lot  004 


Ronald  J.  Cianciarulo 
700  7th  Street,  Room  107 
San  Francisco,  C A  94107 

Dear  Appellant: 

A  duly  noticed  hearing  before  the  Abatement  Appeals  Board  (AAB)  concerning  the  property 
located  at  700  -  7th  Street  was  held  on  July  3,  1996.  The  AAB  heard  oral  testimony  and  revie>£gfc: 
the  documentary  evidence  provided  by  the  Department  of  Building  Inspection,  the  appellant  and 
other  interested  persons.  After  deliberation  of  the  request  for  continuance,  AAB  finds  that  there  is 
good  cause  for  a  60  day  continuance.  The  continued  hearing  will  be  held  on  September  4,  1996, 
unless  appellant  withdraws  the  appeal.  Appellant  will  receive  written  notice  prior  to  the  date  of  the 
hearing. 


cc:  Walter  Wong 
Owner  of  Record 
Complainant 
Building  Occupants 
HIS,  CED  &  AAB  files 


Very  truly  yours, 


William  Wong,  Secretary 
Abatement  Appeals  Board 


[p:tds\aab-dec.796] 
(415)  558-6454 


1660  Mission  Street,  3rd  Floor 


San  Francisco,  CA  94103 
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DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  AAB/FTB  HEARING 


June  18,  1996 


Nature  of  Appeal: 


[x] 


Director's  Order 


Appellant's  Name  &  Mailing  Address: 


[] 


Franchise  Tax  Board  Notices 


[] 


Other 


Ronaldo  J.  Cianciarulo 


PROPERTY  ADDRESS  700  -  7th  Street 


700  7th  Street,  Room  107 
San  Francisco,  CA  94107 


BLOCK  3799 


LOT  004 


APPEAL  NO.    6612    Source  Code  BWO 


INSPECTOR    Henry  Hinds 


Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  file  with  the  Abatement  Appeals  Board  on 
January  19.  1996.  will  be  heard  by  the  Board  at  1:00  p.m.  on  July  3. 1996.  Wednesday,  in 
Room  428,  War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals  Board  staff 
of  the  Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA 
94103  or  call  (415)  558-6454.  Please  bring  any  documents  and  information  that  may  support 
your  appeal  such  as  contracts,  permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial 
of  this  appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring 
witnesses  to  provide  testimony. 


Very  truly  yours, 


William  Wong,  Secretary, , 
Abatement  Appeals  Board 


Original  Notice  of  Hearing  is  sent  to  Appellant . 


cc:  Walter  Wong,  Owner  of  Record,  Complainant,  and  Building  Occupants 


[p:tds\aab-hrg] 


(415)  558-6454 


1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103 
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DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


iuary  10,1996 


Owner:    CIANCIARULO  RONALDO  J 
700  7TH  ST 
SAN  FRANCISCO  CA 


94107 


operty  Address:  700  7TH  st 

ock:     3799  Lot:  004  Seq:  01  Tract:  Case:  BWO 

;pector:  Code  Enforcement  Division  Complaint  33942 

DRDER  OF  ABATEMENT  UNDER  SAN  FRANCISCO  BUILDING  CODE  SECTION  203(a)-203)(r)  ORDER  N0.1843-A 

^EARING  OF  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION 
VGAINST  THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  September  21 , 1 995 

N  ACCORDANCE  WITH  THE  SAN  FRANCISCO  BUILDING  CODE  SECTION  203(d).  THE  HEARING  WAS 
INDUCTED  BY  A  REPRESENTATIVE  OF  THE  DIRECTOR.  THE  OWNER  WAS  REPRESENTED. 

JASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS  AND  DETERMINES 
^S  FOLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF  THE  DIRECTOR,  AND 
MORE  THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF 
BUILDING  INSPECTION. 

£  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE  UNDER  THE  TERMS  OF 
f  THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 

HE  DIRECTOR  HEREBY  ORDERS  THE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WITH  THE  FOLLOWING: 

1.10  days  to  file  electrical  permits  for  compliance. 
2. 30  days  to  comply  and  to  complete  work. 


HE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

HE  DEPARTMENT  OF  BUILDING  INSPECTION  SHALL  BE  REIMBURSED  BY  THE  OWNER  OF  SAID  BUILDING 
OR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES. 

PPEAL:  PURSUANT  TO  SECTION  203(t)3  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY 
E  APPEALED  TO  THE  ACCESS  APPEALS  COMMISSION.  APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED 
ROM  THE  ACCESS  APPEALS  COMMISSION  AT  1660  MISSION  ST.,  6TH  FL,  SAN  FRANCISCO.  CA  94103,  Tel:  (558- 
)14),  AND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  COMMISSION  WITHIN  TEN  (10)  DAYS  OF  THE  POSTING 
HO  SERVICE  OF  THIS  ORDER. 


[ECO 


Usley  Stansfiekr 
<  lief  of  Housing  Inspection  Services 

> 

l»one  No.  (415)  558-6454 


VERY  TRULY  YOURS, 


FRANK  Y.  CHIU,  DIRECTOR 
DEPARTMENT  OF  BUILDING  INSPECTION 


FAX  No.  415-558-6474 


(l:\appls\permits\reports\coaform3) 
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City  erid  County  of  San  Francisco 


NOTICE  OF  VIOLATION 


Department  of  Public  Wftifcs 
Bureau  of  Building  InspectfbVi 


-iRST  NOTTJ 

- — — 

5ECOND  NOTICE 
)THER  


of  the  San  Francisco  Municipal  Codes  Regarding  Unsafe, 
Substandard  or  Noncompfylng  Structure  or  Land  or  Occupancy  Thereof 

NOTICE  DATE 


DDRESS 


(CIRCLE  ONE) 

7  /)  a  -  2  U  JbL 


IOLAT10N  DESCRIPTION: 


^t    ;        BC-8uikSrtg  Code 
HC-Housing  Code 
(EjpEiectncal  Code 


PC-Plumbing  Code 
MC-Mechanical  Code 

CODE/SECTION* 


er^'i-     -        t        S  f  '  -V  _    •       /        "       '  <        -V-    A-/ 


10-  J? * 


4  0-  37 


iE  FOLLOWING  CORRECTIVE  ACTION  IS  REQUIRED: 


□  STOP  ALL  WORK 


7V-  /OP 


i'estigation  fee  or 
:her  fee  will  apply 

i  *ROX.  DATE  OF 

U  RK  W/O  PERMIT  


"A  9x  Fee  (Wodcw/oPenmtt  after  9/1/60) 

Reinspection  Fee 
□  Other  


JK~2x  Fee  (work  Exceeding  Scope  of  Permit  Q£ 
^  work  w/o  permit  from  9/1/60  to  1/1/67) 

|   |  No  Penalty  (Work  w/o  permit  prior  to  9/1/60) 


l  suant  to  SFBC 304(e)  and  3323  investigation  fees  are  charged  for  work  begun  without  permits  or  for  work  exceeding  the  scope  of  permits.  Such  fees  may 
t  ppealed  to  the  Board  of  Permits  Appeals  within  15  daya  of  permit  action .  Room  154-A,  City  Hall,  554-6720.  

\  lRNING!  Failure  to  take  immediate  action  as  required  to  correct  the  above  violations  will  result  in  abatement  proceedings  by  the  Department  of 


lie  Works.  If  an  Order  of  Abatement  is  recorded  against  this 
0  ■  enforcement  process  from  the  posting  of  the  firsrNotiee  of 


the  owner  will  be  billed  or  the 
on"  until  all  costs  are  paid.  SFBC 


property 
203(b)  &: 


ty  will  be  liened  for  all  costs  incurred  in  the 


3323 


\  iRNING!  Anyone  who  derives  rental  income  from  housing  determined  by  the  Bureau  of  Building  Inspection  to  be  substandard  cannot  deduct  from 
a  personal  income  tax  and  bank  and  corporate  income  tax  interest,  depreciation  or  taxes  attributable  to  such  substandard  structure.  If  correction  work  is 
c  nrnpleted  or  being  diligently,  expeditiously  and  continuously  prosecuted  after  six  (6)  months  from  the  date  of  this  notice,  notification  will  be  sent  to  the 
r  chise  Tax  Board  as  provided  in  Section  17264(c)  of  the  Revenue  and  Taxation  Code 


C  FURTHER  INFORMATION  CONTACT  INSPECTOR  jtf  /t 

(Inspector  —  Print  Name) 

Dot  Y.  Yee,  P.E. 
Acting  Superintendent 
Bureau  of  Building  Inspection 


By: 


0 


J? 


At 


r 


1/7 


at  □ 
□ 

□ 
□ 


Building  Inspection  Division 

3rd  Floor.  1660  Mission  St  558-6096 

Housing  Inspection  Division 

6th  Floor.  1 660  Mission  St.  558-6220 

Electrical  Inspection  Division 

3rd  Floor,  1660  Mission  St.  558-6030 

Plumbing  Inspection  Division 

3rd  Floor.  1 660  Mission  St.  558-0054 

Code  Enforcement  Division 


( 


( 


( 


City  find  County  of  San  Francisco 

NOTICE  OF  VIOLATION 


Department  of  Public  Works 
Bureau  of  Building  inspection 


FIRST  NOTICE 
3E0ONDNOTICE 


of  the  San  Francisco  Municipal  Codes  Regarding  Unsafe, 
Substandard  or  Noncomplylng  Structure  or  Land  or  Occupancy  Thereof 


hi 


NOTICE  DATE  J  ~  j  V  ~  Y,  £ 


DTHER 


(CIRCLE  ONE) 
iD  DRESS 


B<5^8  liking  Code      PC-Plumbing  Code 
Hg-Housing  Code      MC-Mechanjcal  Code 
^Electrical  Code 


IOLATION  DESCRIPTION: 


CODE/SECTION* 


jf<  <L  A  /7n  LjLz  ^C-^yn/  yj^ 


4  0  -jo 


2  #-~?9  j 


Q/f-30 


_ 


HE  FOLLOWING  CORRECTIVE  ACTION  IS  REQUIRED 

7    /  -  y 


7 


□  STOP  ALL  WORK 


a  .1,1 


Z2 :  /•  ^ 


^yy 


IVESTIGATION  FEE  OR 
irHER  FEE  WILL  APPLY 

I  PROX.  DATE  OF 

I  )RK  W/O  PERMIT  


A  fix  Fee  (Work  w/o  Permit  after  9/1/60) 

/A  Reinspection  Fee 

□  Other  


/V^2x  Fee  (work  Exceeding  Scope  of  Permit  ef 
work  w/o  permit  from  9/1/60  to  1/1/67) 

|    |  No  Penalty  (Work  w/o  permit  prior  to  9/1/60) 


|  rsuant  to  SFBC  304(e)  and  3323  investigation  fees  are  charged  for  work  begun  without  permits  or  for  work  exceeding  the  scope  of  permits.  Such  fees  may 

~'  A,  City  "  "' 


>  appealed  to  the  Board  of  Permits  Appeals  within  15  days  of  permit  action .  Room  154-A,  Qty  Hall,  554-6720. 

I ARNING!  Failure  to  take  immediate  action  as  required  to  correct  the  above  violations  will  result  in  abatement  1 
I  a  lie  Works.  If  an  Order  of  Abatement  is  recorded  against  tills  property  the  owner  will  be  billed  or  the  property  will  be  bene 
e  le  enforcement  process  from  the  posting  of  the  first  TJotice  of  Violation"  until  all  costs  are  paid.  SFBC  203(b)  &  3323 


1  by  the  Department  of 
1  for  all  costs  incurred  in  the 


I  ARNING!  Anyone  who  derives  rental  income  from  housing  determined  by  the  Bureau  of  Building  Inspection  to  be  substandard  cannot  deduct  from 
1  te  personal  income  tax  and  bank  and  corporate  income  tax  interest,  depreciation  or  taxes  attributable  to  such  substandard  structure.  M  correction  work  is 
l  completed  or  being  diligently,  expeditiously  and  continuously  prosecuted  after  six  (6)  months  from  the  date  of  this  notice,  notification  will  be  sent  to  the 
F  nchise  Tax  Board  as  provided  in  Section  17264(c)  of  the  Revenue  and  Taxation  Code 


F  R  FURTHER  INFORMATION  CONTACT  INSPECTOR 

f        Dot  Y.  Yee,  P.E. 

Acting  Superintendent 
Bureau  of  Building  Inspection 

By:  -•'    .  r 


(Inspector  -^Pirint  Name) 


1 


Inspector  Siqnature 


at  □ 

Building  Inspection  Division 
3rd  Floor,  1660  Mission  St. 

558-6096 

□ 

Housing  Inspection  Division 
6th  Floor.  1660  Mission  St 

558-6220 

^Electrical  Inspection  Division 
3rd  Floor,  1660  Mission  St. 

558-8030 

□ 

Plumbing  Inspection  Division 
3rd  Floor,  1660  Mission  St 

558-6054 

□ 

Code  Enforcement  Division 

( 


appeL-  to  the  abatement  appeals  board 
of  the  city  and  county  of  san  francisco 

DIRECTOR'S  ORDER 


x  •        Mission  Street 
iian  crandsco.  CA  24  k 
~M.  No.  558-5454 

i  :J%$f  F§£  $  .56.24 


Appellant 


Appeal  Number 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203. r of  the  Building  Code,  Part  H,  Chapter  t  of  the  San  Franci5C00Mumcipal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  Qty  and  County  of  San  Francisco,  on    S*^t  2i    •  

(2)  The  affected  premise  are  located  at        1™     j_    3r*ffT  S*L 


San  Francisco.  They  contain  "~~  .      dwelling  units  and    ;         rooming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto.   


(4)  State  the  relief  vou  need  and  reasons  whv  you  claim  the  appealed  action  should  be 
modified  or  reversed  by  this  board. 


(Attach  additional  sheet(s)  if  necessary.) 
(5)  The  undersigned  is  the  owner/agent,  (state  which)  of  the  premises  described  in 


Paragraph  (2)  above 


owner/  agei 


(6)  The  official  address  of  the  undersigned  is: 


TeL  No.  3S*V 


Date  Filed  Signature  (Pmnt  Name  Below) 


File  Abatement  Appeals  Board  (AAB). 

1660  Mission  Street,  6th  Floor,  San  Francisco,  CA  94103. 


TeL  (415)  558-6454 


3)  State    in    ordinary   and    concise   language   the   specific   nature  of 
the    action    appealed    from,    together    with    any    material  facts 
relating  thereto. 

Wc  arc  appealing  the  Order  of  Abatement  under  S.F.  Building  Code  Section 
203(a)-203(r),   order  #1843-A. 

4)  State   the   relief  you   need   and   reasons  why  you   claim  the 
appealed    action   should    be    modified    of   reversed    by    this  board. 

Relief  Needed 

We  need  an  extension  of  time  of  the  abatement  order. 
Reasons    for  relief: 

We  received  the  notice  of  abatement  on  January  15,  1996.  At  the  abatement 
hearing,  we  did  not  understand  the  processes  required  to  resolve  our 
disagreement,  which  entails  the  amount  of  the  base  permit  fee  requested  by  * 
the  local.  bj^iU1iriginspo.ctor,  which  also  then  affects  the  amount  of  the 
investigaiive"tee.  ^ 

In  discussions  with  Rafael  Torres-Gill  on  January  10,1996,  wc  were  informed 
that  wc  have  no  due  process  with  regard  to  the  appeal  of  the  base  fee,  as  there 
is  no  formal  appeal  available.  We  now  realize  that  we  are  inexperienced  and 
confused  working  with  the  San  Francisco  building  department  to  clear  up 
what  we  believe  is  a  misunderstanding,  due  to  circumstances  beyond  any  one's 
control. 

For  this  reason  we  have  now  retained  the  services  of  LaLanne-Volckmann,  a 
local,  experienced,  San  Francisco  developer.     They  have  substantial  expertise 
in  San  Francisco,  with  their  "Portsidc"  condominium  development,  and  their 
current  project  converting  the  Potrcro  Auto  Center  to  a  Retail  Shopping 
Center. 

The  Baker  Hamilton  building  is  290,000  square  feet,  and  does  not  have  a 
hazardous  condition.     We  have  had  no  other  permit  violations.     A  legitimate 
misunderstanding  now  exists  with  one  base  permit  fee  and  one  investigative 
fee,  partially  caused  by  circumstance,  due  to  our  inexperience  with  the  pemit 
application  and  appeals  process.     Wc  believe  that  with  Mr.  Lalanne  handling 
the  matter,  the  issue  will  be  resolved  to  all  parties'  satisfaction.  ■. 

Please  allow  us  enough  time  for  Mr.  LaLanne  to  become  familiar  with  the 
properly  and  our  electrical  permit  problems,  so  that  he  may  schedule 
appropriate  meetings  with  all  necessary  building  departments,  and  so  that  he 
may  correctly  execute  the  appeals  process. 


ABATEMENT  APPEALS  ABOARD 

Summary  Sheet 


Address:   t      ^163-165  GHESTNUTpTREET 

Violation: 

Sliding  Hillside 

Life  Hazards: 

Pn^^ihlp  ^liriinn  nf  riehri^  nntn  neinhhnrinn 

properties  and  public  right  of  way. 

Basis  of  Appeal: 
Action  Requested: 

Appellant  says  there  is  no  hazard  and 
stabilization  of  the  hillside  is  not  necessary. 

Reverse  the  Order  of  Abatement 

Staff 

Recommendation: 

Deny  appeal.  Uphold  Order  of  Abatement. 

(P:\summshLaab) 
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ABATEMENT  APPEALS  BOARD 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


August  26,  1996 


Case  No.  6614 

163-65  Chestnut  Street 

Block  0060    Lot  009E 


Raymond  E.  Kassar 
163  Chestnut  Street 
San  Francisco,  CA  94133 

Dear  Appellant: 

The  matter  will  be  considered  by  the  Abatement  Appeals  Board  on  September  4,  1996  at  -« — , 
P.M.  at  War  Memorial  Building,  401  Van  Ness  Avneue,  Room  428. 


cc:  Owner  of  Record 
John  J.  Carniato 
Complainant 
Building  Occupants 
HIS,  CED  &  AAB  files 


[p:tds\aab-cont.996] 

(415)558-6454  1660  Mission  Street,  3rd  Floor  San  Francisco,  CA  94103 


Very  truly  yours, 


William  Wong,  Secretary 
Abatement  Appeals  Board 


ABATEMENT  APPEALS  BOARD 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  DECISION 


July  15,  1996 


Case  No.  6614  « 
163-65  Chestnut  Street 
Block  0060    Lot  009E 


Raymond  E.  Kassar 
163  Chestnut  Street 
San  Francisco,  CA  94133 

Dear  Appellant: 

A  duly  noticed  hearing  before  the  Abatement  Appeals  Board  (AAB)  concerning  the  property 
located  at  163-65  Chestnut  Street  was  held  on  July  3,  1996.  The  AAB  heard  oral  testimony  and 
reviewed  the  documentary  evidence  provided  by  the  Department  of  Building  Inspection,  die 
appellant  and  other  interested  persons.  After  deliberation,  AAB  finds  that  there  is  good  cause*fb~r=~ 
a  60  day  continuance.  The  continued  hearing  will  be  held  on  September  4,  1996,  unless  appellant 
withdraws  the  appeal.  Appellant  will  receive  written  notice  prior  to  the  date  of  the  hearing. 

All  time  periods  specified  in  this  decision  become  effective  on  the  date  of  the  Notice  of 


cc:  Owner  of  Record 
John  J.  Carniato 
Complainant 
Building  Occupants 
HIS,  CED  &  AAB  files 


Decision. 


Very  truly  yours, 


William  Wong,  Secretary 
Abatement  Appeals  Board 


[p:tds\aab-dec.796] 
(415)  558-6454 


1660  Mission  Street,  3rd  Floor 


San  Francisco,  CA  94103 


i 


DEPARTMENT  OF  BUILDING  INSPECTION 
City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  AAB/FTB  HEARING 
June  18,  1996  Nature  of  Appeal: 

[x]      Director's  Order 
Appellant's  Name  &  Mailing  Address:  [  ]       Franchise  Tax  Board  Notices 

[]  Other  


Raymond  E.  Kassar  PROPERTY  ADDRESS  163-165  Chestnut  St 

163  Chestnut  Street 

San  Francisco,  CA  94133  BLOCK    0060     LOT  009E  


APPEAL  NO.    6614    Source  Code  BWO 


INSPECTOR    Rafael  Torres-Gil  

Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  file  with  the  Abatement  Appeals  Board  on 
March  21.  1996,  will  be  heard  by  the  Board  at  1:00  p.m.  on  July  3.  1996.  Wednesday,  in 
Room  428,  War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals  Board  staff 
of  the  Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA 
94103  or  call  (415)  558-6454.  Please  bring  any  documents  and  information  that  may  support 
your  appeal  such  as  contracts,  permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial 
of  this  appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring 
witnesses  to  provide  testimony 

Very  truly  yours, 

William  Wong,  Secretary  // 
Abatement  Appeals  Board 


Original  Notice  of  Hearing  is  sent  to  Appellant .  JlQy 
cc:  Owner  of  Record,  Complaint,  and  Building  Occupants 
[p:tds\aab-hrg] 


(415)  558-6454 


1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103 
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DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street ,  San  Francisco,  C A  94103-2414 


March     14, 1996 


Owner 

KASSAR  RAYMOND  E 
163  CHESTNUT  ST 
SAN  FRANCISCO  CA 
, 94133 


ORDER  OF  ABATEMENT 


F9 44673 


Property  Address:  165  CHESTNUT  ST, 
Block:  0060  Lot:  009E  Seq:  01 
Tract:  Case:  BW0 

Complaint:  34218 

Inspector:  Code  Enforcement  Division 


ORDER  OF  ABATEMENT  UNDER  SAN  FRANCISCO  BUILDING  CODE  SECTION  102.6  ORDER  NO.  2009A 

HEARING  OF  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION 
AGAINST  THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  February  29, 1996 
IN  ACCORDANCE  WITH  THE  SAN  FRANCISCO  BUILDING  CODE  SECTION  102.4.  THE  HEARING  WAS 
CONDUCTED  BY  A  REPRESENTATIVE  OF  THE  DIRECTOR.  THE  OWNER  WAS  REPRESENTED. 

BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING.  THE  DIRECTOR  FINDS  AND  DETERMINES — =r  —  - 
AS  FOLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF  THE  DIRECTOR,  AND 
\    MORE  THAN  1 0  DAYS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF 
BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTE  A  PUBLIC  NUISANCE  UNDER  THE  TERMS  OF 
THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 

THE  DIRECTOR  HEREBY  ORDERS  THE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WITH  THE  FOLLOWING: 

1 .  Initiate  stabilization  work  within  1 5  days.  2.  Complete  stabilization  work  within  60  days. 
3.  Remove  rock  fall  debris  in  coordination  with  the  DPW  within  30  days.  4.  Acquire  permit 
application  9518702. 5.  Acquire  final  inspection  approvals  of  permit  9518702  within  60  days. 

THE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

THE  DEPARTMENT  OF  BUILDING  INSPECTION  SHALL  BE  REIMBURSED  BY  THE  OWNER  OF  SAID  BUILDING 
FOR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES. 

APPEAL:   PURSUANT  TO  SECTION  105.2.3  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY  BE 
APPEALED. TO  THE  *  ABATEMENT  APPEALS  BOARD." !.  APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED  FRO F 
IE  ■  ABATEMENT  -APPEALS  COMMISSION  iAT  1660  MISSION  ST..  6TH  FL,  SAN  FRANCISCO,  CA  94103,  Tel:  (558-6139) 
AND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  COMMISSION  WITHIN  TEN  (10)  DAYS  OF  THE  POSTING  AND 
SERVICE  OF  THIS  ORDER. 


RECOMMEND 


?an  MacQuame 

lief  of  Building  Inspection  Services 


VERY  TRULY  YOURS, 


FRANK  Y.  CHIU. 
DIRECTOR 


Phone  No.  (415)  558-6454 


FAX  No.  41 5-558-6474  (l:\appls\pemVitsVeports\coafonTi3) 


( 


imv.   \  loc  yr  v  iv/LiM  i  r%/iM 

of  tL.  dan  Francisco  Municipal  Codes  Regarding  1  jrfe, 
Substandard  or  Noncomplying  Structure  or  Land  or  Occupancy 

i$F!RST  NOTICE 
PARTMENT  OF  BUILDING  INSPECTION  qsecoND  NOTICE 

I  d  County  of  San  Francisco  nATU_0 

fission  St  •  San  Francisco,  CA  94103  UOTHtH:    

IAS  cttesi-AsoLt  $>Y~  


COMPLAINT  NUMBER 


IDRESS 


DATE 


,CUPANCY/USE 
MST.TYPE  ^ 


^/c  f^^iy  f?«^c //'"BLOCK 
  STORIES 


  LOT  

  □  BASEMENT 

f  checked,  this  information  is  based  upon  site  observation  only.  Further  research  may  indicate  that  legal  use  is  different  If  so,  a  revised  Notice  of  Violation  will  be  issued. 
NFR  /  AGENT    f^A  /Anc^  ^(  A  S  i  vO  j*z   RHONE  #  5  

/  -£  3     c  rtcs       ~  t     ^  L-  CITY  $#±L  ELZ2±i  il^ZIP  

SITE     X/QV     p4Jl<zA.    a)  C^t/Wiv^) 


UNG  ADDRESS 
'{SON  CONTACTED  @ 


_   PHONE # 

VIOLATION  DESCRIPTION: 


CODE/ 
SECTION  # 


WORK  WITHOUT  PERMIT 


301(a) 


ADDITIONAL  WORK-PERMIT  REQUIRED 


303(h) 


EXPIRED  OR  □CANCELLED  PERMIT  PA# 


303(a)  (d) 


JNSAFE  BUILDING 


□SEE  ATTACHMENTS 


203(a)  i 


lAs  /  as  7  M  rt-  u j/2 


<s  r 


_ 


BC -^Building  Code      HC- Housing  Code      PC  -  Plumbing  Code    EC  -  Electrical  Code    MC- Mechanical  Code 


CORRECTIVE  ACTION: 

ISTOP  ALL  WORK  SFBC  202(d)  


=ILE  BUILDING  PERMIT  APPLICATION  WITHIN 


DAYS  (□  WITH  PLANS)  A  Copy  of  This  Notice  Must  Accompany  the  Permit  Application. 


DBTAIN  PERMIT  WITHIN 


DAYS  AND  COMPLETE  ALL  WORK  WITHIN 


.DAYS,  INCLUDING  FINAL  INSPECTION  AND  S1GNOFF. 


15S 


CORRECT  VIOLATIONS  WITHIN 


DAYS. 


0  PERMIT  REQUIRED. 


ITOU  FAILED  TO  COMPLY  WITH  THE  NOTICE(S)  DATED 


,  THEREFORE  THIS  DEPT.  HAS  INITIATED  ABATEMENT  PROCEEDINGS 


FAILURE  TO  COMPLY  WITH  THIS  NOTICE  WILL  CAUSE  ABATEMENT  PROCEEDINGS  TO  BEGIN.  SEE  REVERSE  SIDE  FOR  ADDITIONAL  WARNINGS. 


)  rCc^ool    (LOi-(<~      P;CW<<       /-'  /Z-  0  ^7 


-  -  ^        —  ^ll  '-         <  /v  ~Z£si£—.  ^0 


o 


 .  _  „    7         .  _  _ 

'ESTIGATION  FEE  OR  OTHER  FEE  WILL  APPLY  See  reverseside  for  further  explanation  WtTt\T7\    ^7  ^{s)  <?{4/S 
A9x  Fee  (Work  w/o  Permit  after  9/1/60)                      A2x  Fee  (Work  Exceeding  Scope  of  Permit  or  work  w/o  permit  from  9/1/60  to  1/1/67) 
□  Other   □  Reinspection  Fee  $    □  No  penalty  (Work  w/o  permit  prior  to  9/1  /GO) 


PROX.  DATE  OF  WORK  W/O  PERMIT 


VALUE  OF  WORK  PERFORMED  WITHOUT  PERMITS 


BY  ORDER  OF  THE  DIRECTOR,  DEPARTMENT  OF  BUILDING  INSPECTION 

MTACT  INSPECTOR       'A  /2-  U I  As    R<Ai>  ^  A'  ^(£S   ^^Iding  ,nfg|^  P^S" 

„no^f_PHn(W,m^  3rd  Floor,  1660  Mission  St 

k  HOURS  *2 


(Inspector  —  Print  Name) 
AM  1^6  TO^-'^^PM 


3NE# 


(hBpedof's  SignaturJ 


DISTRICT* 


/X 


:  Ddcp  Deid  Dpid  Obid  Dhis  Dced  Dcpb  Ddac  Dsffd  Ddph 


558-609( 

□Housing  Inspection  Services 

6th  Floor,  1660  Mission  SL  558-622( 

Q  Electrical  Inspection  Division 

3rd  Floor,  1660  Mission  St  558-603( 

O  Plumbing  Inspection  Division 

3rd  Roor,  1660  Mission  St  558-60S 

□Code  Enforcement  Division 

6th  Roor,  1 660  Mission  SL  558-645- 


( 


  ..Mfe^S^j^ 


PERSON  CONTACTED  @  SITE  ■ 


••Wj  PHONED y^$^;*&&jMiM^ 


^l^illMNlDESGRiPJTION 


^GO-DE^ 


□WORK  WITHOUT  PEBMrr^^^ig 


mm*;-'  ■■■ 


O  ADDITIONAL^  WORK-PERMn>REQUIRED 


303(It) 


□EXPIRED  OR  ^CANCELLED  PERMIT;S*PA# 


303(a) fri) 


□UNSAFE  BUILDING 


-ATTACHMENTS 


■mat 


_  Electrical  Code  :..  MC-  Mechanical  Code 

ACTION:    H  :!^fe!Sf 


□  STOP  ALL  WORK  SFBC  202(d) 


□  RLE  BUILDING  PERMIT  APPUCATION  WITHIN 


.  DAYS  (□  WITH  PLANS)  A  Copy  of  This  Notice  Must  Accompany  the  Permit  Application. 


□obtain  permit,  within 


DAYS  AND  COMPLETE  ALL  WORK  WITHIN 


.DAYS,  INCLUDING  FINAL  INSPECTION  AND  SIGNOFF. 


□correct  VIOLATIONS  WITHIN 


DAYS. 


□no  permit  required. 


WyOU  FAILED  TO  COMPLY  WITH  THE  NOTICE(S)  DATED  /g/Z./'*?  JT  '  THEREFORE  THIS  DEPT.  HAS  INITIATED  ABATEMENT  PROCEEDINGS. 

^FAILURE  TO  TO^^^^^W^TO^^^^^^^^^^B&^^^M^^P^^^^jN^TO  BEGIN.  SEE  REVERSE  SIDE  FOR  ADDITIONAL  WARNlNG^l'"'-  I 


INVESTIGATION  FEE  OR  OTHER  FEE  WILL  APPLY  See  reverse  side  for  further  explanation 

•    A9x  Fee  (Work^dPerrnit  after^/l/eo)^^^.'^  ■■  v.  '^A^Fee  (Work  Exceeding  Scope  of  Permit  or  work  w/o  permit  from  9/1./6G i_to  1^/67) 


OFFICE  HOURS 
3  PHONE  # 


; .:: ■    =.  •  -  ,  .  □Housing  Inspection  Services  J|fi&§§&; 
PM  "cr  '.T       ■'  -v '  :.--;6th  R6or}fl660  IAissictfSt-*=$$558$220 


•  'Vfrmmtos  :&flffiK#fc'  -3$l$pi&  -a'sMs^-v         6th  Floor,  1660  Mission  St  .  >i£58-645 


Q Eleclricallnspection Division  .■.i-n&SLW- 
3rd  Roor,  1660  Mission  St.  55^6030 
•  □  Plumbing  Inspection  DivisionjijMJ^^ 
'  V  ^rd  Rodr;^ 660  Mission  St^  ~" 


'  W^^^^Pi^^^f^P'  *^^^^?P^^^^^p 


IMT  H  IUC  UP  VIV/LMl  •/!>! 

of  v.    3a n  Francisco  Municipal  Codes  Regarding  \  ,  jafe, 
Substandard  or  Noncomplying  Structure  or  Land  or  Occupancy 

~  'QFIRST  NOTICE 

DEPARTMENT  OF  BUILDING  INSPECTION  nSECOND  NOTICE 

rity  and  County  of  San  Francisco  ^  nnTucD 

ho  Mission  St  •  San  Francisco,  CA  94103       .   X       U  <-»  In^-H 


ADDRESS  IbS   C  nciTnMi  ^ 


COMPLAINT  NUMBER 


OCCUPANCY / USE 

CONST.  TYPE   

Q  H  checked,  this  information  is  based 


■she 

LOT  <=?  O 


<r.{+v<  ^DATE 
<?  j  7^  ^  ^  /BLOCK 

acock  6o/ST0RIES 


LOTf^f 
□basement 


d,  trus  tnlormation  is  Dasedupon  site  observatkxyonly.  Further  research  may  indicate  that  legal  use  is  different  If  so,  a  revised  Notice  of  Violation  will  be  issued. 

owNER>gea^p  nr.  /<Ay*y*„*ysl        (<A^sjxrz_  phone #  ' 

M^iUNn  address  j63  xr J.~t^  ^  T    STr~<rcf         CITY  S**^*    c*j  CO  ap  <=?<h  /  ZX  3 


PERSON  CONTACTED  @  SHTE 


'r-'tf/c  <PHONE  # 


VIOLATION  DESCRIPTION: 


CODE/ 
SECTION  # 


□WORK  WITHOUT  PERMIT 


301(a) 


303(h£3(7Z 


□ADDITIONAL  WORK-PERMIT  REQUIRED 


□  EXPIRED  OR  □CANCELLED  PERMIT  PA# 


303(a)  (d) 


(  203(j) 


□UNSAFE  BUILDING 


□SEE  ATTACHMENTS 


P7 


^  re 


\77     7777   ~7    777     77    -       ^  ...  _     ^  ,     _  ^  /-./_•  /      77777T7~  ~~ 


77  .     "    .       „  .  -v-".  7~~ i 


£±K±£±z  °~ 


7c 


f~-thc     V\  1 3-f<*  la( hi  {(  tide    hAUC     Cr-f/fr^f    ^  Jrl 


(BQ?  Building  Code      HC- Housing  Code     PC -Plumbing  Code    EC  -  Electrical  Code     MC-  Mechanical  Code 

CORRECTIVE  ACTION: 
□  STOP  ALL  WORK  SFBC  202(d)  

E^FILE  BUILDING  PERMIT  APPLICATION  WITHIN  /  O  DAYS^WTTH  PLANS)  A  Copy  of  This  Notice  Must  Accompany  the  Permit  Application. 
□obtain  PERMIT  WITHIN  _ 


DAYS  AND  COMPLETE  ALL  WORK  WITHIN 


.DAYS,  INCLUDING  FINAL  INSPECTION  AND  SIGNOFF. 


□  CORRECT  VIOLATIONS  WITHIN 


DAYS. 


□  NO  PERMfT  REQUIRED. 


□  YOU  FAILED  TO  COMPLY  WITH  THE  NOTICES)  DATED 


,  THEREFORE  THIS  DEPT.  HAS  INITIATED  ABATEMENT  PROCEEDINGS. 


^FAILURE  TO  COMPLY  WITH  THIS  NOTICE  WILL  CAUSE  ABATEMENT  PROCEEDINGS  TO  BEGIN.  SEE  REVERSE  SIDE  FOR  ADDITIONAL  WARNINGS. 


777 


^7  / 


C  O  f*7  C  C 


INVESTIGATION  FEE  OR  OTHER  FEE  WILL  APPLY  See  reverse  side  for  further  explanation 

A?x  Fee  (Work  w/o  Permit  after  9/1/60)                       A2x  Fee  (Work  Exceeding  Scope  of  Permit  or  work  w/o  permit  from  9/1/60  to  1/1/67) 
^Other  As  O  Ay  A  L  T~y  □  Reinspection  Fee  $    □  No  penalty  (Work  w/o  permit  prior,  to  9/1/60) 

APPROX.  DATE  OF  WORK  W/O  PERMIT      ^  / A  VALUE  OF  WORK  PERFORMED  WITHOUT  PFRMfTS  Q 


BY  ORDER  OF  THE  DIRECTOR,  DEPARTMENT  OF  BUILDING  INSPECTION 


CONTACT  INSPECTOR 


To  hA/  A  tjreS 


OFFICE  HOURS  Q  • 3  ° 
PHONE  n 


(Inspector  —  Print  Name) 
^:3C?   AM  AND^  .'OO    JO  PM 


TO 


;  (Inspector's  S*gna' 

::  Odcp  Deid 


4  ( 


DISTRICT* 


□pid  Dbid  Dhis  Dced  Dcpb  Ddac  Dsffd  Qdph 


/OBuikJing  Inspection  Division  /**""" 

3rd  Roor,  1660  Mission  SL  VJ58-6096,. 

l~l  Housing  Inspection  Services 
6th  Roor,  1660  Mission  St. 

□  Electrical  Inspection  Division 
3rd  Floor,  1660  Mission  St. 

□  Plumbing  Inspection  Division 
3rd  Roor,  1660  Mission  St 

□  Code  Enforcement  Division 

6th  Roor,  1660  Mission  St.  558-6454 


558-6220 


558-6030 


558-6054 


M  9003  05   (Rev.  6/9S) 


^.7         •     ^P^I^gT^^A^wpw-oF  building' iNSPecrnoM^^ .-  "'" 


•mm 


f 


4- 


Contact  Inspector. 

FB502 
^B-BJL  Copy 


?ctor  Tcwlf^^f  H^/L 
j§Q  MrAfl:,Mr"'  oc  phonef  ^  JTJ 


____   <t5TSt6:p3^s 


O 


-  7 


*  c 


( 


f  16  ate,    it*,/  ;  -hh<? 


fir  v  r-Qs--d-  va/  Y  4-1     P  v  fv^K^7  ? 


^^Yr?  <?_Qn  — c^r>  /t/^^tv^ 


Bxn 

FB 

B.BJ. 


Contact  lnspector_ 

-  n  ■ dfinMrflHfttPr  nr  phone:      <rreffi  ^/ A 


( 


< 


109  -  APPLICATION  PLAN  CHECK  HISTORY  QUERY  "  05/24/96  08- 

APPL#:    9518702         REV# :  FORM:   3  FILED:   11/06/95.  DISPOSITION: 

ADDR1:      163     CHESTNUT  ST  UNIT:    0000         SER/PAR:  S 

DESC  CODE: 

CLIFF  FACE  STABILIZE  CONSIST  OF  DRAINAGE , WATER  CONTRL, DEBRIS 


NOTIFY:   SOIL  ENGINEERING  CONSTRUCTION     PHONE:  ( 
'     EST  COST:  125,000     REV  COST: 

REVISION  DATA:      LAST  REV#:  DATE  RECEIVED: 

SENT  BY :  COMMENTS : 

SUB/  PLAN     LOG  LOG  START  IN 

IN  WORK  HOLD 


STATION 

INIT 

SET#  TO 

CNT-PC 

MCH 

2 

11/06/95 

BUR-ENG 

TT 

2 

11/14/95 

COMMENT: 

TPB 

2 

11/28/95 

COMMENT: 

\DMIN 

2 

02/09/96 

COMMENT: 

3ID-INSP 

15 

2 

02/14/96 

11/16/95  11/28/95 
NO  ASW  WORK  UNDER  THIS  -PERMIT. 
11/28/95  11/28/95 
TAKEN  UP  TO  W.WONG  (2-07-96) 
02/14/96  02/14/96 
LOG  OUT/NO  WORK  DONE; 


) 252-7645  WC  EXP:  NO 
CITY-INSTIG: 
REQUESTED  BY: 


OUT  LOG  COMM 

HOLD  OUT  CODE 

11/14/95 

11/28/95 

02/09/96 

02/14/96  AA 


1IVT22  0  -  Novell,  Inc. 


bbi-pts 


(1) 


Rep 


08:59 


N 


> 


( 


1^ 


Co 

:> 


APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE -CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


1  E.  Rassar 


.ppeilant 


Appeal  Number- 


x.  1650  Mission  Sireei 
San  ?nnd  sco.  CA  94  \ 
*L  No.  55^454^ 

-~  -  -  "-i  i    ~     •  — 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  .to  Section 
203.1' of  the  Building  Code.  Part  H,  Chapter  L  of  the  San  Francisco  Municipal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  bv  the  Director  of  Public  Works, . 
of  the  Gty  and  County  of  San  Francisco,  on  February  ggj  1996  .  

Vacant  lot  known  as  Lot  9E  adjacent  to 

(2)  The  affected  Remises  are  located  at  _L63  Chestnut  St.   (aka  165  Chestnut  St.) 
San  Francisco.  Thev  contain  N/A 


dwelling  units  and  N/A     rooming  units. 


(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 
PLEASE  SEE  ATTACHMENT. 


(4)  Slate  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  be 
modified  or  reversed  by  this  board- 

PLEASE  SEE  ATTACHMENT.  


(Attach  additional  sheer(s>  if  necessary.) 

(5)  The  undersigned  is  the  owner/ agent  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above      Owner  . 

(6)  The  official  address  of  the  undersigned  is: 

163  Chestnut  Street 


San  Francisco.   CA  94133 


TeL  No.  (415)  433-8009 


Date  Filed  Signature  (Print  Name  Below) 

Raymond  E.  Kassar 

File  Abatement  Appeals  Board  (AAB). 

1  AAfl  %A^^^r.  ct  u  cfn  FTo^r-  q3rr  Fraifcisco.  r  a  <U-103.  TeL  (415)  558-6454 


Attachment  to  Appeal  to  the  Abatement  Appeals  Board 
of  the  City  and  County  of  San  Francisco 
Appeal  No.  2009A  -  Raymond  E.  Kassar 


Attachment  to  Paragraph  3: 

Nature  or  use  of  the  property:  Unimproved  natural  hillside  which  has  existed 
in  its  current  condition  for  more  than  75  years.  ^There  are  no 
improvements  constructed  on  Lot  9E.  The  owner's  residence  is  located 
at  163  Chestnut  Street  on  the  adjoining  lot  known  as  Lot  9D.  Lot  9D  is 
improved  with  a  single  family  residence. 

Specific  nature  of  the  action  appealed  from;  arguments  in  support: 
Appellant  contests  the  finding  that  his  properly  constitutes  a  public 
nuisance  or  that  it  violates  the  San  Francisco  Building  Code.  Appellant 
further  contest  a  finding  that  stabilization  is  necessary.  There  is  no 
.   structure  which  constitutes  a  public  nuisance  under  the  terms  of  the 
building  code  of  the  City  and  County  of  San  Francisco.  The  property  in 
question  is  unimproved  and  in  its  natural  condition.  The  City  complains 
that  the  rock  slide  suffered  by  the  property  in  March  1995  constitutes  a 
public  nuisance.  Appellant's  position  is  that  he  has  no  liability  or 
responsibility  to  correct  natural  conditions,  that  said  natural  conditions 
have  existed  since  the  turn  of  the  century  and  do  not  threaten  any 
structures  of  other  improvements  located  on  Appellant's  property.  Any 
nuisance  which  exists  on  account  of  said  rockfall  results  only  because 
the  City  and  County  of  San  Francisco  have  allowed  the  improvement  of 
its  adjoining  Winthrop  Street  right  of  way  and  the  property  immediately 
adjacent  thereto  to  be  improved  with  a  multi-unit  residential  ondominium 
development  without  requiring  an  adequate  rock  screen  barrier  to 
protect  the  newly  improved  property  from  naturally  occurring  rock  slides. 

In  addition,  Appellant  contends  that  no  stabilization  work  is  necessary  in 
addition  to  the  erection  of  an  adequate  passive  rock  screen  barrier  along 
the  edge  of  the  improvements  now  located  on  the  Winthrop  Street  right 
of  way,  and  that  the  cost  of  such  barrier  should  be  borne  by  the  City  and 
County  of  San  Francisco,  or  the  developers  of  the  adjoining 
condominium  property. 


1107.000/45061.1 


Attachment  to  Paragraph  4: 

Appellant  agrees  his  lower  patio  has  been  undermined  and  is  in  the 
process  of  repairing  his  lower  patio.  Finally,  Appellant  asserts  that  the 
rock  slide  conditions  that  exist  on  his  property  are  no  different  than  those 
that  exist  on  adjoining  properties,  including  the  City's  unimproved 
Chestnut  Street  right  of  way  which  the  City  has  refused  to  stabilize,  as 
well.  There  is  no  greater  danger,  hence  public  nuisance,  existing  on 
Appellant's  property  than  the  adjoining  City  right  of  way  which  the  City 
states  does  not  wanant  any  conective  action^.  -  . 


1107.000/45061.1 


■ 


t  Abatement  Appeals  Board 

Meeting  of  September  4, 19g^at  3:00  p.m. 

Advance  Copy 

War  Memorial  Building 

401  Van  Ness  Avenue,  Room  428 


MINUTES 


DOCUMENTS  DEPX 

OCT  1 1 1996 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


The  meeting  of  the  Abatement  Appeals  Board  (AAB)  was  called  to  order  at  3:01  p.m.  by  Chair  Vasquez.  Roll  call 
was  taken  by  Teresita  Sulit  and  a  quorum  was  certified. 

BOARD  MEMBERS  PRESENT: 

Armando  Vasquez,  Vice  President  _ 
Sigmund  A.  Freeman,  Board  member 
Eileen  Hansen,  Board  member 
Jamie  Sanbonmatsu,  Board  member 

BOARD  MEMBERS  ABSENT: 
Robert  Davis,  President 
Roy  Guinnane,  Board  member 
Bobbie  Sue  Hood,  Board  member 

D.B.I.  REPRESENTATIVES: 

William  Wong,  Deputy  Director  and  Secretary  to  the  Board 
Rafael  Torres-Gil,  Senior  Building  Inspector  for  Code  Enforcement 
Teresita  Sulit,  Recording  Secretary 

Ilene  Dick,  Deputy  City  Attorney 
Doris  Levine,  Court  Reporter 

Oath  was  administered  by  court  reporter  Doris  Levine. 

There  was  no  quorum  in  approval  of  minutes  of  July  3,  1996,  since  Board  member 
Hansen  was  not  present  at  that  meeting. 


NEW  APPEAL(S):  Order  of  Abatement 


L  CASE  NO.  6612:       700  -  7th  Street  (continued  from  July  3, 1996) 

Owner  of  Record:     Ronald  J.  Cianciarulo,  700  7th  Street,  Room  107,  San  Francisco,  CA  94107 

Walter  Wong  -  Agent  for  the  Owner,  205  13th,  Suite  3189,  San  Francisco,  CA 

94103 

(Present) 

BASIS  OF  APPEAL:  Need  additional  time  to  abate  the  Notice  of  Violation. 

Deputy  Director  Wong  stated  that  this  is  a  B2,  3-story  masonry  building.    A    Notice  of  Violation  was 
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February  9,  1995  for  electrical  work  without  permit.  A  Director's  Hearing  was  held  on  September  21,  1995  and 
an  Order  of  Abatement  was  issued.  Another  Order  of  Abatement  was  issued  on  January  10,  1996.  The  Order 
required  10  days  to  file  electrical  permit  for  compliance  and  30  days  to  comply  and  complete  work.  An  electrical 
permit  was  taken  out  on  June  28,  1996.  An  AAB  hearing  held  on  July  3,  1996,  continued  the  matter  for  sixty  (60) 
days.  There  was  an  electrical  inspection  on  July  1,  1996  which  identified  35  violations.  A  reinspection  on 
September  3,  1996  revealed  that  the  Owner  has  abated  approximated  50  %  of  those  items.  Since  an  electrical  permit 
was  taken  out  progress  is  being  made,  staff  recommended  to  the  Board  to  modify  the  original  Order  of  Abatement 
and  allow  ninety  (90)  days  to  complete  the  work 

Mr.  Walter  Wong,  Agent  for  the  Owner,  reiterated  Deputy  Director  Wong's  comments  and  assured  the  Board  that 
the  Owner  could  complete  the  work  within  three  (3)  months.  Mr.  Wong  mentioned  that  he  had  just  picked  up  a 
building  permit  for  substantial  work.  He  was  concerned  that  some  of  the  electrical  work  would  overlap.  Mr. 
Wong's  intention  is  to  take  care  of  hazardous  electrical  items  first. 

Board  member  Hansen  stated  that  it  is  helpful  to  know  which  items  work  would  commence  within  ninety  (90)  days 
and  what  the  time  frame  is  to  complete  the  work. 

Deputy  Director  Wong  further  stated  that  under  the  Building  Code  only  ninety  (90)  days  may  be  granted  for  appeals 
on  hazardous  items  and  the  Board  has  the  authority  of  extending  that  time  up  to  eighteen  (18)  months  for  non- 
hazardous  items. 

Board  member  Sanbonmatsu  made  a  motion  to  give  the  appellant  six  (6)  months  for  non-hazardous  items  and  three 
(3)  months  for  hazardous  items. 

Board  member  Hansen  seconded  the  motion. 

The  motion  passed  by  unanimous  vote. 


2.  CASE  NO.  6614:       163-65  Chestnut  Street  (continued  from  July  3, 1996) 

Owner  of  Record:      Raymond  E.  Kassar,  163  Chestnut  Street,  San  Francisco,  CA  94133 

Thorsten  J.  Pray,  Attorney  for  the  Owner,  3736  Mt  Diablo  Boulevard,  Suite  300, 

Lafayette,  California  94549 

(Present) 

BASIS  OF  APPEAL:Notice  of  Violation  for  unstable  hillside  is  in  error  as  stabilization  is  not  necessary  to 
prevent  hazard. 

Deputy  Director  Wong  said  that  this  is  a  single  family  house  on  a  hill  that  was  causing  rocks  to  fall.  The  Department 
issued  one  correction  Notice  (3-95),  three  notices  of  violations  (10-95,  10-13-95  and  2-96)  and  an  Emergency  Order 
(2-8-96).  The  Appellant  did  file  for  a  building  permit  on  November  6,  1995  and  it  is  currently  on-hold  awaiting 
additional  technical  and  structural  information  for  the  hill  stabilization.  The  court  is  currently  reviewing  this  matter 
which  involved  the  owner,  neighbors  and  the  City. 


Deputy  Director  Wong  was  informed  by  the  City  Attorney's  Office  that  the  parties  have  worked  out  a  tentative 
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agreement  which  essentially  spells  out  six  conditions:  engineering  details  and  bolting  specifications  will  be  provided 
with  supporting  calculations,  revised  plans  to  be  submitted  in  a  week,  resolve  drainage  and  connection  to  sewer 
system,  name  of  contractor  and  apportionment  of  costs. 

The  Department  feels  that  there  are  hazards  or  potential  hazards  on  the  site.  Since  the  court  has  taken  over  the 
matter  and  a  mutually  agreeable  solution  is  being  worked  out,  staff  recommended  to  the  Board  to  modify  the  original 
Order  of  Abatement  and  allow  ninety  (90)  days  to  complete  the  work-  He  referred  to  Deputy  Attorney  Dick  to 
discuss  the  status  of  the  litigation. 

Deputy  City  Attorney  Dick  stated  that  as  part  of  the  litigation,  appellant  and  the  City  have  agreed  that  work  will  start 
on  or  about  October  1,  1996.  As  such,  the  finding  of  an  unsafe  condition  contained  in  the  Order  of  Abatement  has 
been  consented  to  by  appellant.  She  also  stated  that  there  has  been  incremental  progress  since  the  last  hearing. 
Engineers  for  the  appellant  and  the  City  will  start  the  work  on  October  1,  1996  and  DPW  will  share  the  costs  of 
repair  because  there  is  a  whole  chunk  of  the  hillside  that  is  City  property  since  appellant  requested  reverse  of  the 
Order  of  Abatement  on  the  grounds  that  there  is  no  unsafe  condition,  it  will  be  difficult  to  sustain  the  appeal  based 
on  the  court  order.  However,  the  Board  could  modify  the  Order  of  Abatement  by  allowing  the  owner  a  reasonable 
amount  of  time  in  which  to  complete  the  work. 

Mr.  Thorsten  Pray,  Attorney  for  the  Owner,  verified  that  the  court  proceedings  would  result  in  commencement  of 
work  within  the  next  several  weeks.  He  further  stated  that  the  owner  could  finish  the  project  in  three  (3)  months 
time. 

Board  member  Sanbonmatsu  made  a  motion  to  grant  the  appellant  ninety  (90)  days  to  complete  all  required  work. 
Board  member  Hansen  seconded  the  motion. 
The  motion  passed  by  unanimous  vote. 


ADJOURNMENT. 

There  being  no  other  business,  and  on  a  motion  made  by  Board  member  Sanbonmatsu,  seconded  by  Board  member 
Hansen,  the  meeting  adjourned  at  3:24  p.m. 


TERESITA  SULIT 

Recording  Secretary 


p:\tds\minutes\09-04-96.aab 
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ABATEMENT  APPEALS  BOARD 


SEP  2  7  1996 


Wednesday,  October  l^at  3:00  p.m. 
War  Memorial  Building,  401  Van  Ness  Avenue,  4th  Floor,  Room  428 


NOTICE  OF  MEETING 


SAN  FRANCISCO 
PUBLIC  LIBRARY 


AGENDA: 


FOR  THIS  MEETING  OF  THE  ABATEMENT  APPEALS  BOARD-and  until  such  time  as  a  policy  is  formally 
adopted,~it  is  the  interim  cooperative  intent  of  the  Abatement  Appeals  Board  of  the  City  & 
County  of  San  Francisco  that,  at  the  point  so  designated  as  Public  Comment  on  the  following 
Calendar,  members  of  the  public  may  address  the  Board  on  items  of  interest  to  the  public  that 
are  within  the  subject  matter  jurisdiction  of  the  Board-excepting  calendar  items.  With 
respect  to  calendar  items,  the  public's  opportunity  to  address  the  Board  will  be  afforded  when 
the  item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Board  for  up  to 
three  minutes.  If  it  is  demonstrated  that  comments  by  the  public  will  exceed  15  minutes,  the 
chairperson  may  continue  Public  Comment  to  another  time  during  the  meeting. 

Please  see  attachment  for  the  Board  interim  cooperative  intent  on  accessibility  to  its 
meetings. 

A.  CALL  TO  ORDER  and  ROLL  CALL: 

B.  OATH:    AH  parties  giving  testimony  before  this  Board  today  will  rise,  raise  their  right 
hands  and  be  sworn. 

C.  APPROVAL  OF  MINUTES:  for  meeting  held  on  July  3, 1996  and  September  4, 1996. 

D.  NEW  APPEAL(S):  Order  of  Abatement 

1.  CASE  NO.  6617:       316  Delano  Avenue 

Owner  of  Record:        Renato  Inumerable,  316  Delano  Avenue,  San  Francisco,  CA  941 12 

BASIS  OF  APPEAL:  Ground  floor  illegal  unit  existed    when  property  was  purchased  in 


ACTION  REQUESTED:  Modify  Order  of  Abatement  for  six  (6)  months  or  until  the  current 
owner  sells  the  property  whichever  is  shorter. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the 
terms  and  conditions  of  the  Order  of  Abatement. 


1988. 


MEMBERS  OF  THE  BOARD 

Robert  Davis,  President 
Armando  Vasquez,  Vice  President 
Bobbie  Sue  Hood,  Member 
Sigmund  A.  Freeman,  Member 
Roy  M.  Guinnane,  Member 
Eileen  Hansen,  Member 
Jamie  Sanbonmatsu,  Member 


COURT  REPORTER:  Doris  Levine  (415)  456-9899 


DEPARTMENT  REPRESENTATIVES 

William  Wong  (415)  558-6139 
Teresita  Sulit         (415)  558-6267 


CITY  ATTORNEY'S  OFFICE  REPRESENTATIVE 

Ilene  Dick  (415)  554-3920 
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2.  CASE  NO.  6618:        274  Brannan  Street 

Owner  of  Record:       Brannan  Partners  LP,  6333  Greenwich  Dr.,  #180,  San  Diego,  CA  92122 
Hawley  Terminal  Inc.,  274  Brannan  Street,  San  Francisco,  CA  94107 
Andrew  Junius,  Reuben  &  Cera  -  Attorney  for  the  Appellant, 
655  Montgomery  Street,  16th  Floor,  San  Francisco,  CA  94111 

BASIS  OF  APPEAL:  The  Order  of  Abatement  was  issued  improperly.  There  is  no  violation 
of  City  Planning  Code  Section  607.2  and  DBI  has  no  authority  to  enforce  City  Panning 
Code.    The  flashing  sign  element   was  approved  under  the  building  permit  issued  in  1987. 


ACTION  REQUESTED:  Rescind  Order  of  Abatement. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the 
terms  and  conditions  of  the  Order  of  Abatement. 


3.  CASE  NO.  6619:        345  Valley  Street 

Owner  of  Record:       Richard  &  Jean  McDonald  Tr.,  c/o  Richard  &  Jean  McDonald, 
620  Huntleigh  Dr.,  Lafayette,  CA  94549 

Cindy  McDonald,  345  Valley  Street,  San  Francisco,  CA  94131 

BASIS  OF  APPEAL:  Owner/occupant  was  unaware  of  permit  requirements.  There  has  been 
substantial  compliance  with  the  Order  of  Abatement,  i.e.  submitted  permit  application 
within  thirty  (30)  days. 

ACTION  REQUESTED:  MODIFY  the  Order  of  Abatement,  by  continuing  the  time  period  for 
compliance. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the 
terms  and  conditions  of  the  Order  of  Abatement. 


4.  CASE  NO.  6620:         136-138  5th  Avenue 

Owner  of  Record:     Mike  C.Y.  &  Deborah  M.  Lew,  1501  Lake  Street,  San  Francisco, 
CA  94118 

Mike  C.  Y.  Lew  Revocable  Tr.,  c/o  Mike  C.  Y.  Lew,  1501  Lake 
Street,  San  Francisco,  CA  94118 


BASIS  OF  APPEAL:  Compliance  with  Notice  of  Violation  has  been  deferred  due  to 
disability  of  owner. 

ACTION  REQUESTED:  Modify  Order  of  Abatement  to  extend  time  for  compliance  to  a  minimum 
of  sixty  (60)  days. 
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Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the 
terms  and  conditions  of  the  Order  of  Abatement. 


5.  CASE  NO.  6621:        219-221  Precita  Avenue 

Owner  of  Record:     John  M.  Williams,  601  Grenfall  Road.,  Palm  Springs,  CA  92264 


BASIS  OF  APPEAL:  All  work  completed  and  illegal  unit  removed  under  fire-damage 
repair  permits  9420054,  completed  June  21,  1995. 

ACTION  REQUESTED:  Reverse  Order  of  Abatement  because  of  full  compliance. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the 
terms  and  conditions  of  the  Order  of  Abatement. 


6.  CASE  NO.  6622:        852-858  Filbert  Street 

Owner  of  Record:     The  Survivors  Trust,  c/o  Lai  King  Quan,  1842  Mason  Street, 
San  Francisco,  CA  94133 

Bill  Quan,  640  Brooklyn  Avenue,  #7,  Oakland,  CA  94606 


BASIS  OF  APPEAL:  Two  illegal  ground  floor  units  are  occupied  by  low-income  families 
and  units  have  been  in  existence  for  over  20  years. 

ACTION  REQUESTED:  Grant  Moratorium  pursuant  to  BC  105.3.8.4  on  two  (2)  illegal  units. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the 
terms  and  conditions  of  the  Order  of  Abatement. 


E.  PUBLIC  COMMENT 


F.  ADJOURNMENT. 
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KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 

(Chapter  67  of  the  San  Francisco  Administrative  Code) 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public. 

Commissions,  boards  councils  and  other  agencies  of  the  City  and  County  exist  to  conduct 
the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted  before  the  people 
and  that  City  operations  are  open  to  the  people's  review. 


FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER  THE  SUNSHINE 
ORDINANCE  OR  TO  REPORT  A  VIOLATION  OF  THE  ORDINANCE,  CONTACT  THE 
SUNSHINE  ORDINANCE  TASK  FORCE  AT  554-6075. 


P:tds\10-2-96.aab) 


ACCESSIBLE  MEETING  INFORMATION  POLICY 


To  allow  individuals  with  environmental  illness  to  attend  the  meeting,  individuals  are  requested 
to  refrain  from  wearing  perfume  or  other  chemically  based  products.  

The  meeting  will  be  held  at  the  War  Memorial  Building,  located  at  401  Van  Ness  Avenue  (across 
the  street  from  City  Hall),  4th  Floor,  Room  428.  The  closest  accessible  BART  station  is  the  Civic 
Center  Station  at  8th  (at  the  United  Nations  Plaza)  and  Market  Streets. 

Accessible  MUNI/Metro  lines  servicing  this  location  are  the  J-Church,  K-Ingleside,  L-Taraval,  M- 
Ocean  View,  and  N-Judah  at  Van  Ness  and  Civic  Center  Stations;  9-San  Bruno,  71-Haight,  and 
42-Downtown  bus  lines.  For  information  about  MUNI  accessible  services  call  (415)  923-6142. 


^Jie  Commission  meeting  room  is  wheelchair  accessible.  Accessible  curb  side  parking  spaces  have 
een  designated  on  the  Van  Ness  Avenue  and  McAllister  Street  perimeters  of  City  Hall  for 
mobility  impaired  persons.    There  is  accessible  parking  available  within  the  Civic  Center 
Underground  Parking  Garage  at  the  corner  of  McAllister  and  Polk  Streets,  and  within  the 

Performing  Arts  Parking  Garage  at  Grove  and  Franklin  Streets.  133 


Assistive  Listening  devices  will  be  available  at  the  meeting. 


A  sign  language  interpreter  will  be  available  upon  request.  Please  contact:  Teresita  Sulit  at 
(415)  558-6267  at  least  72  hours  in  advance  of  the  meeting. 


Minutes  of  the  meeting  are  available  in  large  print/tape  form  and/or  readers  upon  request.  If 
you  require  use  of  a  reader,  please  contact  the  Recording  Secretary,  Teresita  Sulit  at 
(415)  558-6267  at  least  72  hours  in  advance  of  the  meeting  to  request  this  service. 
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PUBLIC  COMMENT  POLICY 


SECTION  67.16  OF  THE  SAN  FRANCISCO  ADMINISTRATIVE  CODE 
PUBLIC  TESTIMONY  AT  REGULAR  AND  CERTAIN  MEETINGS. 

(a)  Every  agenda  for  regular  meetings  shall  provide  an  opportunity  for  members  of  the  public  to 
directly  address  a  policy  body  on  items  of  interest  to  the  public  that  are  within  the  policy 
body's  subject  matter  jurisdiction,  provided  that  no  action  shall  be  taken  on  any  item  not 
appearing  on  the  agenda  unless  the  action  is  otherwise  authorized  by  Section  67.7(e)  of  this 
article.  However,  in  the  case  of  a  meeting  of  the  Board  of  Supervisors,  the  agenda  need  not 
provide  an  opportunity  for  members  of  the  public  to  address  the  Board  on  any  item  that  has 
already  been  considered  by  a  committee,  composed  exclusively  of  members  of  the  Board,  at 
a  public  meeting  wherein  all  interested  members  of  the  public  were  afforded  the  opportunity 
to  address  the  committee  on  the  item,  before  or  during  the  committee's  consideration  of  the 
item,  unless  the  item  has  been  substantially  changed  since  the  committee  heard  the  item,  as 
determined  by  the  Board. 

(b)  Every  agenda  for  special  meetings  at  which  action  is  proposed  to  be~t.aken.on  an  item  shall 
provide  an  Opportunity  for  each  member  of  the  public  to  directly  address  the  body  concerning 
that  item  prior  to  action  thereupon. 

(c)  A  policy  body  may  adopt  reasonable  regulations  to  ensure  that  the  intent  of  Subdivisions  (a) 
and  (b)  are  carried  out,  including,  but  not  limited  to,  regulations  limiting  the  total  amount  of 
time  allocated  for  public  testimony  on  particular  issues  and  for  each  individual  speaker.  Each 
policy  body  shall  adopt  a  rule  providing  that  each  person  wishing  to  speak  on  an  item  before 
the  body  at  a  regular  or  special  meeting  shall  be  permitted  to  be  heard  once  for  up  to  three 
minutes. 

(d)  A  policy  body  shall  not  abridge  or  prohibit  public  criticism  of  the  policy,  procedures,  programs 
or  services  of  the  City,  or  any  other  aspect  of  its  proposals  or  activities,  or  of  the  acts  or 
omissions  of  the  body,  on  the  basis  that  the  performance  of  one  or  more  public  employees  is 
implicated,  or  on  the  basis  other  than  reasonable  time  constraints  adopted  in  regulations 
pursuant  to  Subdivisions  (c)  of  this  section.  (Added  by  Ord.  265-93,  A  pp.  8/18/93) 


City  and  County  of  San  Francisco 
Department  of  Building  Inspection 


DATE: 


TO: 


MEMORANDUM 


Office  of  the  Deputy  Director c 
for  inspeqion  services 

documents  dept. 


September  25,  1996 

Honorable  Members  of  the  Building  Inspection  Commission 


SEP  2  7  1996 

SAN  FRANCISCO 
PUBLIC  LIBRARY 


FROM:        William  Wong^T^put^ Director  and  Department  Representative  to  the  Board 

SUBJECT:    Abatement  Appeals  BoSch  Meeting  of  October  2,  1996.  Transmittal  of 
Documents 

I  am  providing  the  following  documents  for  the  October  2,  1996  Abatement  Appeals  Board 
meeting: 

1.  Agenda 

2.  Temporary  Rules  and  Procedures  for  Abatement  Appeals  Board  and  Staff  dated 
March  7,  1995. 

3.  Section  105.3  of  the  San  Francisco  Building  Code  titled  "Abatement  Appeals 
Board." 

4.  Minutes  of  the  July  3,  1996  and  September  4,  1996  meetings  of  the  Abatement 


Appeals  Board. 


5.  Individual  case  summaries  for  your  review. 

Please  feel  free  to  call  me  if  you  have  any  questions  or  desire  additional  information.  Ilene 
Dick,  Deputy  City  Attorney,  may  be  reached  at  554-3920.  Thank  you. 

WW:dg 

aabl096.wpd 

Attachments 


cc:  Frank  Chiu,  Director 

Jim  Hutchinson,  Deputy  Director 
Ilene  Dick,  Deputy  City  Attorney 
Lesley  Stansfield,  HIS  Manager 
Rafael  Torres-Gil,  CED  Building  Inspector 
Bob  Noelke,  HIS  Housing  Inspector 
Maria  Banico,  Commission  Secretary 
Teresita  Sulit,  Recording  Secretary  AAB 
AAB  File 

1660  Mission  Street,  Sixth  Floor  -  San  Francisco,  California  94103-2414 
(415)558-6139  -  Fax  (415)  558-6474 


DEPARTMENT  OF  BUILDING  INSPECTION  

City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 

TEMPORARY  RULES  AND  PROCEDURES  FOR 
ABATEMENT  APPEALS  BOARD  AND  STAFF 

REVISED  MARCH  7, 1995 

A.  PROCEDURAL  GUIDELINES 

Pursuant  to  Section  203(t).2  of  the  Sari  Francisco  Building  Code,  the  Director  of  Building 
Inspection  shall  serve  as  the  Secretary  of  the  Abatement  Appeals  Board  (AAB).  As  is 
traditional,  the  Director  shall  appoint  a  member  of  her/his  staff  to  serve  as  representative 
Secretary  to  the  Board  to  perform,  in  the  Director's  stead,  the  duties  of  coordinating  the 
functions  of  the  Abatement  Appeals  Board,  with  the  assistance  of  such  inspection  and 
clerical  staff  as  may  be  necessar  y  to  fully  inform  the  Board  of  the  Department  of  Building 
Inspection's  foundation  for  any  appealed  Order  of  Abatement  and  to  process  timely  all 
attendant  notifications  and  subsequent  determinations. 

The  following  temporary  procedural  guidelines— adopted  by  the  Building  Inspection 
Commission  [Resolution  No.  BIC-0042.95]  at  its  regular  meeting  on  March  7,  1995—will 
govern  the  conduct  of  the  Board's  business  as  provided  in  Section  203(t).l-8  of  the  San 
Francisco  Building  Code,  and  as  further  explained  in  the  Rules  and  Regulations  of  the 
Abatement  Appeals  Board  that  follow  these  guidelines,  until  such  time  as  the  City  Attorney 
approves  the  guidelines  as  to  form.  Refer  also  to  the  flowchart  of  procedures. 

B.  GENERAL  DISCUSSION 

In  order  to  speed  along  the  resolution  of  the  tremendous  backlog  of  cases,  trie  Director  will 
develop  guidelines  for  reviewing  and  resolving  outstanding  cases,  including  but  not  limited 
to  the  following.  These  guidelines  will  be  published  and  sent  to  all  of  the  appellants,  owner 
of  record,  complainant  if  known,  and  building  tenants: 

The  goal  is  to  deal  with  the  infringements  expediently  and  fairly.  To  this  end,  the 
original  inspector,  if  still  in  the  Department  of  Building  Inspection,  will  follow  the 
case  through  to  the  Abatement  Appeals  Board  and  its  resolution.  The  Director  will 
seek  to  establish  a  method  of  encouraging  or  rewarding  inspectors  for  obtaining 
closure  on  the  cases. 

After  the  initial  report,  the  inspector  will  identify  which  code  items  are  blatant  (such 
as  construction  without  a  permit,  faulty  electrical  or  gas  service,  etc.)  The  Director 
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will  take  action  on  these  immediately  by  posting  a  notice  that  the  Department  will 
make  the  repairs  and  bill  the  ov/ner  if  work  is  not  performed  by  a  given  date. 

If  the  appellant  still  avoids  correcting  the  problem,  and  submits  the  matter  to  the 
Abatement  Appeals  Board,  then  the  appellant,  if  financially  able,  must  submit  a  letter 
explaining  the  reason  for  the  appeal  and  complete  a  form  supplied  by  the  Department 

The  goal  is  to  do  as  much  as  possible  to  avoid  the  need  for  rulings  by  the  Abatement 
Appeals  Board.  Ideally,  the  staff  and  the  Director  will  be  empowered  to  make 
decisions  which  enforce  the  code  similar  to  the  manner  in  which  they  operate  during 
construction  projects.  In  other  words,  they  need  a  carrot  and  a  stick:  during 
construction  projects,  the  carrot  is  the  Occupancy  Permit,  and  the  stick  is  the  ability 
to  keep  adding  violations  if  the  project  sponsor  fails  to  respond  in  a  reasonable 
manner. 

In  general,  the  Abatement  Appeals  Board  will  avoid  continuing  cases  by  having  the 
homework  described  above  done  in  advance.  For  example,  it  will  not  have  to  argue 
about  whether  or  not  to  release  appellants  from  code  requirements  at  the  public 
hearing,  because  the  Abatement  Appeals  Board  and  the  Building  Inspection 
Commission  do  not  have  the  authority  to  waive  code  requirements,  only  to  rule  on 
items  which  are  ambiguous  (e.g.,  as  what  code  was  in  effect  at  the  time  of  the 
inspection). 

C       FILING  AND  NOTIFICATION  OF  APPEALS 

1 .  The  appellant  shall  complete  the  "Questionnaire  for  Appeal  Form"  supplied  by 
the  Department,  attach  supporting  documentation,  and  pay  all  fees. 

2.  The  representative  Secretary  to  the  Abatement  Appeals  Board  shall  review  all 
appeals  prior  to  accepting  them.  The  appellant  will  be  advised  as  to  what 
issues-  are  subject  to  separate  review  by  the  Board  of  Examiners,  Access 
Appeals  Commission,  or  Board  of  Permit  Appeals,  prior  to  filing  with  the 
Abatement  Appeals  Board. 

a.  If  code  rulings  are  required  by  the  Board  of  Examiners  in  order  for  the 
Abatement  Appeals  Board  to  rule,  then  the  appellant  shall  apply  to  (and 
pay  fees  set  by)  the  Board  of  Examiners  about  the  specific  issue(s) 
within  their  purview.  Attach  a  copy  of  receipt  as  proof  of  filing. 
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b.  .  If  rulings  are  required  by  the  Access  Appeals  Commission  in  order  for 
the  Abatement  Appeals  Board  to  rule,  then  the  appellant  shall  apply  to 
(and  pay  fees  set  by)  the  Access  Appeals  Commission  about  specific 
issues  within  their  purview.  Attach  a  copy  of  receipt  as  proof  of  filing. 

3.  When  accepted  for  filing,  the  appellant,  owner  of  record,  complainant  (if 
known)  and  building  tenants  shall  be  notified  in  writing  of  all  hearings., 

D       DEPARTMENTAL    PREPARATION    FOR    ABATEMENT  APPEALS 
HEARINGS 

1.  The  Housing  Manager  shall  be  responsible  for  preparing  all  housing  related 
cases.  The  Building  Inspection  Manager  shall  be  responsible  for  preparing  all 
other  building/construction  (building,  electrical,  plumbing)  related  cases.  All 
case  files  will  then  be  forwarded  to  the  Secretary  at  least  ten  working  days 
before  the  scheduled  hearing  date.  (See  also  D3) 

2.  The  original  inspector  or  Departmental  staff  assigned  to  present  the  case  to  the 
Abatement  Appeals  Board  shall  make  a  site  inspection  within  thirty  days  of 
hearing  date,  perform  the  necessary  research  and  make  a  written 
recommendation  to  the  Abatement  Appeals  Board,  via  the  Director.  The 
owner  is  responsible  to  pay  for  this  site  inspection  (reinspection  fee,  San 
Francisco  Building  Code  Section  305(f)(g). 

3.  The  Secretary  will  prepare  the  case  files  and  forward  summary  materials  on 
each  case  to  all  Abatement  Appeals  Board  members  at  least  five  working  days 
before  the  scheduled  hearing  date. 

E       HEARING  PROCEDURES  AND  CONDUCT 

1.  At  the  hearing,  a  Department  staff  will  give  a  history  of  the  case  and  will  read 
into  the  record  any  written  testimony  from  the  City  or  from  other  interested 
people  or  groups. 

2.  The  appellant  and  anyone  else  present  to  speak  on  the  issue,  will  then  be  given 
the  opportunity  to  speak  for  no  more  than  3  minutes  each.  Questions  from 
Commissioners  will  be  held  until  after  the  public  speaks. 
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3.  The  Secretary  will  read  the  Department's  recommendation  and  will  advise  the 
Board  of  their  options,  i.e.,  grant  appeal,  deny  appeal,  reverse  Director's  Order, 
add  more  time  to  order,,  give  lifetime  moratorium,  etc. 

4.  The  Abatement  Appeals  Board  will  render  an  oral  decision  at  the  hearing  if 
there  is  a  majority  vote.  A  tie  or  no  majority  will  result  in  denying  the  appeal. 
The  Secretary  will  then  prepare  a  written  description  of  the  Abatement 
Appeals  Board's  ruling.  This  written  decision  will  be  binding.  The  Secretary 
shall  properly  notify  all  necessary  parties  of  the  decision  in  writing. 

F       DEPARTMENT   FOLLOW-THROUGH   AND   REFERRALS   TO  THE 
BUILDING  INSPECTION  COMMISSION  AND  THE  CITY  ATTORNEY 

1.  Thereafter,  the  Director  will  use  all  available  means  to  enforce  the  A-batement 
Appeals  Board's  decision. 

2.  If  the  owner  still  refuses  to  comply,  the  inspector  will  list  the  order  of  priority 
of  the  code  violations,  subject  to  the  approval  of  the  Director.  The  Director 
will  present  the  proposal  to  the  Building  Inspection  Commission  which  will 
make  the  final  determination  of  the  order  of  priority.  If  no  other  resolution  can 
be  achieved,  the  case  will  be  forwarded  to  the  City  Attorney. 

3.  The  Abatement  Appeals  Board  and  the  Department  are  charged  with  doing 
everything  within  their  power  to  enforce  the  code  quickly  and  fairly  for  the 
good  of  owners,  tenants,  and  the  Department  staff. 

Especially  important  in  this  process  is  the  concept  that  the  inspectors  will  be 
recognized  or  rewarded  in  some  way  for  achieving  resolution  of  cases  within 
two  months  of  first  becoming  aware  of  the  code  violations  or  receiving  a 
complaint. 
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an  Francisco  Building  Code,  Section  203  (s)  provides  as  follows: 

"...The  Abatement  Appeals  Board  shall  have  the  power  to  hear  and  deckle  appeals  from  orders  of  abatement  after 
a  public  hearing  by  the  Director  of  Building  Inspection  made  pursuant  to  Sections  203  (0  and  203  (1).  and  to  hear  direct 
appeals  as  set  forth  in  Section  203  (b). 

The  Abatement  Appeals  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  public  health,  safety  and 
welfare  are  secured  most  nearly  in  accordance  with  the  intent  and  purpose  of  this  code  and  the  Housing  Code. 

The  Abatement  Appeals  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director  is  not  reasonable 
in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential  property  is  in  non-compliance  with  this  code 
pursuant  to  Section  17299  and  24436.5  of  the  Revenue  and  Taxation  Code  of  the  State  of  California..." 

answer  the  following  questions.  Print  legibly. 

Your  relationship  to  the  property  involved  (owner,  owner's  agent,  contractor,  etc.): 

When  was  the  work  done?  -2  . —  

Who  did  the  work?   .   

Were  you  or  the  present  owner  in  ownership  or  possession  when  work  was  performed?  rf  no,  explain  (i.e.,  date  property 
purchased  and  approximate  time  when  work  was  performed):   ;  

What  was  the  extent  of  the  work  performed?  How  much  remains  to  be  done? 

What  is  your  occupation?  If  retired,  what  was  your  occupation?  If  you  are  a  co-owner,  list  all  other  co-owners  and  their 
occupations.    _   


Do  you  own  other  properties  in  San  Francisco?   :  

|lf  yes,  do  any  of  these  properties  have  orders  of  abatement?   

Have  you  owned  property  in  San  Francisco  before?   

Were  you  aware  of  the  permit  requirements  for  this  work?  _:  

Was  one  of  your  employees  negligent  in  regard  to  this  permit  application? 

What  other  permits  have  you  been  granted  by  the  City?   

/Vhat  other  facts  do  you  want  the  Board  to  consider?   


(Continue  on  the  back  of  this  sheet  if  you  need  more  space.) 
inder  penalty  of  perjury  and  the  laws  of  the  State  of  California  that  the  foregoing  is  true  and  correct. 

Dieted:   ,   Signature:  

  Print  Name:    

(im)  Title  (owner,  contractor,  etc.):   :    
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When  requested  to  do  so  by  any  party  or  parties  in  writing,  the  reporter  must, 
within  a  reasonable  time  after  the  request  has  been  made,  transcribe  such  specific 
portions  as  may  be  requested  and  certify  to  the  same  as  being  correctly  reported  and 
transcribed.  The  fee  for  such  transcription  shall  be  at  the  expense  of  the  party 
requesting  the  transcript  and  the  fee  shall  be  as  prescribed  by  Government  Code 
Section  69950. 

105.2.8  Decisions  by  resolution.  Every,  decision  and  recommendation  of  the  commis- 
sion shall  be  by  resolution,  which  shall  be  retained  as  part  of  the  commission's  official 
records.  A  copy  shall  be  mailed  to  the  appellant. 

105.2.9  Building  Inspection  Fund.  All  fees  collected  pursuant  to  Section  107  and 
110  —  Access  Appeals  Commission  Filing  Fee  —  shall  be  deposited  into  a  special 
Building  Inspection  Fund  established  by  the  City  Controller  pursuant  to  Section 
10.1 17-78  of  the  San  Francisco  Adrninistrative  Code.  Funds  from  this  special  fund 
shall  be  used  by  the  Department,  subject  to  the  approval  of  the  Director  and  the 
Building  Inspection  Commission,  to  defray  the  costs  incurred  for  personnel,  supplies, 
and  equipment  in  hearing  and  deciding  the  appeals  brought  pursuant  to  Section  105.2 
of  this  code,  and  maintaining  records  and  disseminating  information  concerning  said 
appeals. 

105.2.10  Waiver  of  fee.  An  exemption  from  paying  the  Access  Appeals  Commission 
Filing  Fee  specified  in  Section  110,  Table  1-K,  may  be  granted  upon  the  appellant's 
filing  with  the  department  a  declaration  of  indigence  under  penalty  of  perjury.  The 
declaration  shall  be  made  on  a  form  provided  by  the  department  and  shall  be  accompa- 
nied by  such  documentary  proof  as  the  Director  shall  require. 

1053  Abatement  Appeals  Board. 

1053.1  EstablishmenL  There  is  hereby  established  an  Abatement  Appeals  Board, 
consisting  of  the  seven  members  of  the  Building  Inspection  Commission,  who  pass 
upon  matters  pertaining  to  housing,  building  and  construction.  The  word  "Board" 
whenever  used  in  Sections  105.3  through  105.3.10  shall  mean  the  Abatement  Appeals 
Board. 

1053.2  Membership.  Members  of  the  Abatement  Appeals  Board  shall  be  the 
Building  Inspection  Commission  appointed  as  prescribed  by  City  Charter. 

The  Director  or  designee  shall  act  as  Secretary  to  the  Abatement  Appeals  Board. 

10533  Powers.  The  Board  shall  have  the  power  to  hear  and  decide  appeals  from 
orders  of  abatement  after  public  hearing  by  the  Director  of  Building  Inspection  made 
pursuant  to  Sections  102.6  and  102.9,  and  to  hear  direct  appeals  as  set  forth  in  Section 
103.3,  excepting  cases, involving  disabled  access  and  adaptability  which  shall  be  heard 
by  the  Access  Appeals  Commission  pursuant  to  Section  105.2.  See  Section  110, 
Table  1-K  —  Abatement  Appeals  Board  Hearing,  Filing  Fee  —  for  applicable  fee. 

The  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  public 
health,  safety  and  public  welfare  are  secured  most  nearly  in  accordance  with  the  intent 
and  purpose  of  this  code  and  the  Housing  Code. 

The  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director 
is  not  reasonable  in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential 
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property  is  in  non-compliance  with  this  code  pursuant  to  Section  17299  and  24436.5 
of  the  Revenue  and  Taxation  Code  of  the  State  of  California. 

1053.4  Procedure,  The  Board  shall  establish  reasonable  rules  and  regulations  for 
its  own  procedures  consistent  with  the  provision  of  this  code  and  the  City  Charter.  The 
Board,  by  majority  vote,  shall  choose  its  officers  which  shall  consist  of  the  President, 
Vice  President  and  Secretary. 

1053-5  Quorum.  Four  members  of  the  Abatement  Appeals  Board  shall  constitute 
a  quorum.  Any  action  of  the  Board  shall  require  the1'  concurrence  of  four  members. 
No  member  of  the  Board  shall  pass  upon  any  case  in  which  the  member,  or  any 
company  or  corporation  of  which  the  member  is  a  shareholder  or  holds  an  interest 

1053.6  Hearings,  All  hearings  of  the  Abatement  Appeals  Board  shall  be  public 
hearings.  Within  10  days  after  the  filing  of  the  appeal,  the  Abatement  Appeals  Board 
shall  fix  the  time  and  place  of  a  hearing  thereon.  Such  hearing  shall  be  open  and 
public  and  the  time  thereof  shall  not  be  more  than  30  days  after  fixing  the  time  and 
place  of  the  hearing.  The  notice  of  the  hearing  of  such  appeal  shall  be  posted  in  a 
conspicuous  place  in  or  upon  the  premises  and  served  upon  the  appellant  at  least  10 
days  prior  to  the  time  set  for  the  hearing.  Once  an  appeal  is  filed,  the  order  of  the 
Director  shall  be  stayed  until  a  decision  is  rendered. 

For  good  cause  shown,  a  hearing  may  be  continued  once  by  the  Abatement  Appeals 
Board,  except  that  any  such  continuance  shall  not  exceed  60  days  and  there  shall  be 
only  one  such  continuance  allowed. 

1053.7  Rehearing.  The  Board  may  rehear  an  appeal  upon  which  a  decision  has  been 
rendered,  provided  a  request  for  a  rehearing  has  been  made  in  writing  within  10  days 

Sfess^*':%^'..si  of  the  date  of  the  decision. 

1053.8  Findings  and  decisions.  The  Board  shall  issue  its  findings  and  decisions  no 
later  than  10  days  after  the  conclusion  of  the  hearing  and  such  findings  and  decisions 
shall  within  five  days  thereafter  be  posted  in  a  conspicuous  place  in  or  upon  the 
premises  and  served  on  the  appellant  and  the  Director  of  Building  Inspection. 

1053.8.1  Failure.  In  the  event  the  appellant  fails  to  appear  at  the  hearing  or  if  the 
Board  fails  to  issue  its  findings  and  decisions  within  the  time  set  forth  above,  or  denies 
the  appeal,  the  order  of  the  Director  of  Building  Inspection  shall  be  immediately 
effective  from  the  date  the  order  was  issued. 

EXCEPTION:  Except  in  cases  of  lack  of  quorum,  failure  of  the  Board  to  meet  any  of  the 
time  periods  specified  herein  shall  result  in  the  Director's  order  taking  effect  immediately. 

1053.8.2  Hazards.  In  any  appeal  where  the  Board  finds  that  there  exists  in,  on,  or 
near  any  premises,  building  or  structure,  any  condition  constituting  an  imminent  and 
substantial  hazard  to  the  life,  health,  or  safety  of  any  occupant  thereof  or  other  person, 
any  decision  of  the  Board  modifying  the  order  of  the  Director  must  provide  that  work 
to  repair  each  such  hazard  commence  within  30  days  and  be  completed  within  90  days 
after  service  of  such  decision.  With  respect  to  other  violations  which  are  not  found 
by  the  Board  to  constitute  such  a  hazard,  any  decision  of  the  Board  modifying  the 
order  of  the  Director  must  provide  that  the  work  or  repair  of  such  violations  com- 
mence within  60  days  and  be  completed  within  a  reasonable  time  not  to  exceed  18 
months. 
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105.3.83  Financial  hardship.  In  any  case  of  extreme  financial  hardship,  the  Board 
may  grant  a  moratorium  to  correct  conditions  which  are  not  irnminent  and  substantial 
hazards.  Such  a  moratorium  shall  be  granted  only  to  an  owner  occupant  of  a  single- 
or  two-family  dwelling  where  all  such  hazards,  as  found  by  the  Director,  have  been 
corrected.  The  decision  of  the  Board  in  any  case  in  which  a  moratorium  has  been 
granted,  as  set  forth  above,  shall  contain  the  duration  of  the  moratorium,  and  the 
conditions  for  its  termination.  A  copy  of  the  decision  granting  a  moratorium  shall  be 
recorded  in  the  office  of  the  Recorder  of  the  City  and  County  of  San  Francisco. 

1053.8.4  Moratorium.  Notwithstanding  the  provisions  of  this  code  and  the  San 
Francisco  Housing  Code,  the  Abatement  Appeals  Board,  upon  the  written  appeal  of 
any  person,  may  grant  a  moratorium  from  enforcement  of  a  Director's  order  made 
pursuant  to  Section  102.6  of  this  code  for  the  property  which  is  the  subject  of  the 
order  in  order  to  prevent  displacement  of  low  and  moderate  income  persons  from 
affordable  liousing,  if  the  Board  finds  that: 

1.  The  Director's  order  from  which  the  appeal  is  taken  was  issued  after  April  1, 
1986;  and 

2.  The  property  is  a  Group  R,  Division  1  (R-l)  building  as  defined  in  Section  310.1 
of  the  Building  Code;  and 

3.  The  building  was  constructed  prior  to  January  1,  1956;  and 

4.  The  condition  does  not  constitute  a  life  hazard  or  a  fire  hazard  as  defined  in 
Chapter  2  of  the  Building  Code;  and 

5.  The  condition  does  not  violate  the  San  Francisco  Fire  Code  or  any  code  other 
than  the  Building  and  Housing  Codes;  and 

6.  The  condition  does  not  affect  adequate  egress  from  the  building;  and 

7.  The  condition  does  not  endanger  the  life,  limb,  health,  property,  safety,  or 
welfare  of  the  public  or  the  occupants  of  the  building;  and 

8.  50%  or  more  of  the  households  living  in  the  building  are  paying  annual  rent 
equal  to  or  less  than  30%  of  the  annual  of  low  and  moderate  income  as  defined  in 
Section  104.5  of  the  Building  Code;  and 

9.  The  abatement  of  the  condition  will  have  a  reasonable  probability  of  resulting 
in  the  displacement  of  occupants  who  are  of  low  and  moderate  income  as  defined  in 
Section  104.5  of  the  Building  Code. 

105.3.8.5  Findings,  copy  of.  The  Board  shall  serve  the  property  owner,  and  the 
person  requesting  the  moratorium  if  other  than  the  property  owner,  by  sending  a  copy 
of  its  findings  and  decision  by  certified  mail  to  such  persons  at  their  last  known 
address.  A  copy  of  the  findings  and  the  decision  granting  a  moratorium  shall  be 
recorded  in  the  office  of  the  Recorder  of  the  City  and  County  of  San  Francisco. 

105.3.8.6  Moratorium  term.  The  maximum  term  of  the  moratorium  shall  be  10  years 
from  the  date  the  Board's  findings  and  decision  are  served  on  the  Director  of  Public 
Works.  At  any  time  during  the  pendency  of  a  moratorium  under  this  section,  any 
person,  including  the  Director,  may  request  that  the  Abatement  Appeals  Board  extend 
the  moratorium  for  one  or  more  five-year  periods  by  filing  a  written  request  with  the 
Secretary  of  the  Board.  The  Board  shall  hold  a  public  hearing  on  the  request  and  issue 
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separate  findings  and  a  decision.  Any  request  for  an  extension  of  the  moratorium  shall 
be  subject  to  the  notice  and  hearing  procedures  of  this  subsection.  In  order  to  extend 
the  moratorium,  the  Abatement  Appeals  Board  must  make  the  nine  findings  above. 

105.3.8.7  Rescind  moratorium.  At  any  time  during  the  pendency  of  a  moratorium 
under  this  section,  any  person,  including  the  Director,  may  request  that  the  Abatement 
Appeals  Board  rescind  the  moratorium  by  filing  a  written  request  with  the  Secretary 
of  the  Board.  The  Board  shall  hold  a  public  hearing  on  the  request  and  issue  separate 
findings  and  a  decision.  Any  request  for  a  recision  of  the  moratorium  shall  be  subject 
to  the  notice  and  hearing  procedures  of  this  subsection. 

105.3.8.8  Violations  listed.  The  moratorium  shall  apply  only  to  those  code  violations 
expressly  listed  therein.  All  other  violations  which  exist  and  are  not  so  listed  in  the 
findings  and  decision  granting  the  moratorium  shall  be  abated. 

105.3.8.9  Duration.  Once  the  Board's  order  granting  a  moratorium  is  issued,  the 
building  is  no  longer  considered  a  nuisance  or  a  substandard  building  for  the  duration 
of  the  moratorium  with  respect  to  those  code  violations  expressly  listed  in  the  Board's 
findings  and  decision. 

1053.9  Failure  to  comply.  Upon  the  failure  of  any  owner  to  comply  with  the  order 
of  the  Director  or  the  Abatement  Appeals  Board,  the  matter  shall  be  referred  within 
five  days  to  law  enforcement  authorities  of  the  City  and  County  of  San  Francisco  for 
appropriate  legal  action. 

105.3.10  Compensation.  The  members  of  the  Abatement  Appeals  Board  shall  serve 
without  compensation. 

105.4  Board  of  Examiners. 

105.4.1  Establishment  There  is  hereby  created  a  Board  of  Examiners  consisting  of 
six  members  who  are  qualified  by  experience  and  training  to  pass  upon  matters 
pertaining  to  building  design  and  construction.  The  word  "Board"  whenever  used  in 
Sections  105.4  through  105.4.8  means  Board  of  Examiners.  Its  functions  shall  be: 

1.  To  determine  whether  specific  new  materials,  new  methods  and  types  of 
construction  comply  with  the  standards  of  safety  established  by  this  code;  and  to 
recommend  the  approval  or  disapproval  of  such  new  materials,  new  methods  and  types 
of  construction. 

* 

2.  To  determine  whether  variances  from  the  requirements  of  this  code  should  be 
approved  for  specific  cases  where  new  materials,  new  methods  and  types  of  construc- 
tion are  not  involved,  and  where  the  enforcement  of  compliance  therewith  should  result 
in  unreasonable  hardships 

3.  To  determine  reasonable  interpretations  of  the  provisions  of  this  code. 

4.  To  hear  appeals  from  the  condemnation  or  abatement  order  of  the  Director 
involving  construction  methods,  assemblies  or  materials  or  where  safety  is  involved. 
A  copy  of  the  findings  of  the  Board  of  Examiners  shall  be  forwarded  to  the  Abatement 

Appeals  Board. 

105.4.2  Definition.  The  term  "standard  of  safety,"  as  used  in  this  section,  shall  mean 
the  general  degree  of  safety  conforming  to  the  provisions  of  this  code  as  required  to 
safeguard  life  or  limb,  health  and  public  welfare. 
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Summary  Sheet 


 _  ;  .... 

Address:  316  Delano  Avenue 

Violation: 

Illegal  ground  floor  unit  and  floor  of  occupancy 
created  without  permits. 

Life  Hazards: 

Possible  building  and  electrical. 

Basis  of  Appeal: 
Action  Requested: 

Illegal  unit  existed  when  current  owner 
purchased  the  property  and  income  from  unit  is 
needed  to  meet  expenses. 

Extend  time  for  compliance  until  the  current 
owner  sells  the  property,  up  to  six  (6)  months. 

Staff 

Recommendation: 

Modify  the  Order  of  Abatement  to  allow  1 5 
more  days  to  file  for  building  permit  and  all 
work  to  be  completed  in  90  days. 

(P:\summsht.aab) 


HIS  CASE  HISTORY  AND  ACTION 


BLOCK  3ld2z    LOT  /Q/3 


jdress    -B/^  /?£Z/?Wc>  /)rJ£A)tJj^ 

;  le.Tvpe  Occupancy     /2~3  Inspector  <S?<L3Z-£*/^  &SH~0 

.<;al  Stories  ^ 
isent  Stories  ~^>" 


Floors     /      Units  ' 


_Guest  Rooms  (T)  (R)_ 


Floors  Units       "Z?-    Guest  Rooms  (T)  (R)_ 


Other_ 
Other 


iial  Inspection  Date  Tvpe  sZV        Inspector     ^72^/^  iJt<777 

'JRMTT  TRACKING: 

ilding  PA#/&y4?  /0^7~^/c^)      FILED/ISS  UED/EXPERED  Date  


3ctrical_ 
,7E  HAZARDS  : 


PlumbinsL 


<n: 


Plumbing/Electrical 

Stairs  need  rebuOdiiig/structural  weakness 
Other  ~  


Fireproofing/Sprinkiers/  Alarm 
Esress  -  ■ 


>'HER  VIOLATIONS:  Maintenance 


as 


inspection  prior  to  Director's  Hearing  (Date):  :  Posting  Date  

ipector's  Recommendation  to  Director:  J^r.'^-o  A<r  /0/2  si^-TZ-  /h&  T^tt&MjeA^T 


Issue  O  of  A: 


Time: 


utinue  case  for  30  Days:  

Sector's  Hearing  Date      fr/l  /  *  Decision ^^/^/so^J^cA^/^^^^^ 

<C  '   '    ' 7 
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CASE  HISTORY 


"Z 


I.  DATE 


REMARKS 


INSP 


TIME 


7J?#P/t#en  ^„js  fz&a-  /?/#,  /Jftrtsi* 


~7  -//-  jj. 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  AAB/FTB  HEARING 


September  20,  1996 


Appellant's  Name  &  Mailing  Address: 


Renato  Inumerable 
316  Delano  Avenue 
San  Francisco,  CA  941 12 


Nature  of  Appeal: 

[x]       Director's  Order 

[  ]        Franchise  Tax  Board  Notices 

[  ]        Other  ■  


PROPERTY  ADDRESS  316  Delano  Avenue 


BLOCK    3212     LOT  013 


APPEAL  NO.    6617    Source  Code  DCO 


INSPECTOR    Sergio  Salvetti 


Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal  filed  with  the  Abatement  Appeals  Board  on  August  30.  1996 
will  be  heard  by  the  Board  at  3:00  p.m.  on  October  2.  1996.  Wednesday,  in  Room  428,  War  Memorial 
Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals  Board  staff  of  the 
Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103  or  call 
(415)  558-6454.  Please  bring  any  documents  and  information  that  may  support  your  appeal  such  as  contracts, 
permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial  of  this 
appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring  witnesses  to  provide 
testimony. 

Very  truly  yours, 


William  Wong,  Secretary 
Abatement  Appeals  Board 

Original  Notice  of  Hearing  is  sent  to  the  Appellant . 

cc:  Owner  of  Record,  Complainant,  and  Building  Occupants 

[p:tds\aab-hrg.l096] 

(415)  558-6454  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103 


gf^BIMiliLOF^UILDiNG  INSPECTION 

^&Cou,,(y  of  San  Francisco  i  

1660  Mission  Street ,  San  Francisco^CA  94103-2414 


August    05,  1996 


Owner 

INUMERABLE  RENATO 
316  DELANO  AV 
SAN  FRANCISCO  CA 
,  94112 


Inspector  Salvetti 

order  of  Abatement  under  san  francisco 


Property  Address:  316  DELANO  ST, 

Block:  3212  Lot:  013  Seq:  01 
.  Tract:  Case:  DCO 

Complaint:  35056 


BUILDING  CODE  SECTION  102-12.18.5  ORDER  NO    2779  A 

'RANCISCO  BUILDING  CODE  SECTION  I(W  ttiphb  /^n"~-5^  August  01,1996  IN  ACCORDANCE  WITH  THF^AN 
DIRECTOR.  THE  OWNER  WAS  rSmSENTE^     ^  WAS  """W  BY  A  REPRESENTATIVE^ ™ 

P^^^ffOK  THE  FACTS  AS  SUBMITTED  AT  TT3E  HEARING,*  TTffi  DIRECTOR  DETERMINES  ' 

SorMSS^^^^OmoP  DIRECTOR,  AND  MORE 
OF  I^^BING^SreCTIO^N^  ^  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT 

^^i^l^^**  UNDER  THE  TERMS  OF 

s^ctorherebvop™^^^ 

£  °A4!?C™  FILE  FOR  A  BUILDING  PERMIT. 
30  DAYS  TO  MEET  PLAN  REVIEW  PROCESS 
30  ^  DAYS  THEREAFTER,  FOR  THE  BALANCE  OF  THE  WORK  IN  THE  REPORT 

^™TCOSS^™  ' 
F fHK^ORDER^'^         "^^ECI^TV^Y OF^TiEBOA^D  WITHIN TEN^IO) DAYS^F^HE^^^^^'^^^^^yj^ 


IX)MMENDED  BY: 
■yStansfield  . 

I'of  Housing  Inspection  Services 


VERY  TRULY  YOURS, 


FRANK  Y.  CHTJ,  DIRECTOl 
DEPARTMENT  OF  BUILDING  INSPECTION 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE 


I NUMERABLE  RENATO  & 
I NUMERABLE  RENATO 
316  DELANO  AV 
SAN  FRANCISCO  CA 


DATE: 
LOCATION: 


June     3,  1996 
316  DELANO  AV 
SAN  FRANCISCO,  CA 
H9602451 


94112 


You  are  hereby  ordered  to  comply  with  the  following  requirements: 

ON  6/3/96  A  PHYSICAL  INSPECTION  OF  316   DELANO  AVENUE  WAS  PERFORMED  AND 
THE  FOLLOWING  CODE  VIOLATIONS  WERE  CITED: 

RESEARCH  OF  BUILDING  PERMITS  FOR  THIS  BUILDING  REVEALS  NO  VALID  PERMITS 
WERE  ISSUED  AND/OR  CLEARED  BY  AN  INSPECTOR  TO  ALTER  OR  REMODEL  THIS 
BUILDING  TO  ITS  PRESENT  USE  AS   (2)   TWO  DWELLING  UNITS.     GROUND  FLOOR 
AREA  WAS  CONVERTED  TO  A  DWELLING  UNIT  CONSISTING  OF  A  KITCHEN,  BATHROOM 
&  BEDROOM.      106.1.1  -  108.8  SFBC       NO  FIRE  PROTECTION,  ELECTRICAL, 
PLUMBING  &  MINIMUM  HEIGHT  CODE  VIOLATIONS.      911HC,    504HC  &  1001HC 

FILE  BUILDING  PERMIT  APPLICATION  WITHIN  30  DAYS  WITH  PLANS  TO  LEGALIZE 
OR  REMOVE  GROUND  FLOOR  UNIT.     OBTAIN  PERMIT  WITHIN  60  DAYS  AND  COMPLETE 
ALL  WORK  WITHIN  90  DAYS,   INCLUDING  FINAL  INSPECTION  AND  SIGNOFF. 

A  9  X  INVESTIGATIVE  FEE  WILL  APPLY  TO  WORK  PERORMED  WITHOUT  PERMIT  OF 
$4000.00  VALUE. 

FAILURE  TO  COMPLY  WITH  THIS  NOTICE  WILL  CAUSE  ABATEMENT  PROCEEDINGS  TO 
BEGIN. 

PER  SECTION  108.8  OF  THE  SFBC,   FOR  EVERY  INSPECTION ,   A  REINSPECTION  FEE 
OF  $71.58  IS  CHARGED  AFTER  THE  INITIAL  REINSPECTION  UNTIL  VIOLATIONS 
ARE  ABATED. 

The  above  orders  must  be  complied  with  within     K3Q    days.  v. 
WHEN  ALL  WORK  IS  COMPLETE  CALL  THE  INSPECTOR  FOR  FINAL  INSPECTION 


8  TO  9AM:     4  TO  5PM 

OFFICE  HOURS 


558-6246 
PHONE 


SERGIO  SALVETTI 
Housing  Inspector 


i  Filed:  5/21/96 
iived  by:  PEREZ-B 
ce :  2A 

ition:  316  DELANO  AV 
k/Lot:    3212  /013 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
DEPARTMENT  OF  PUBLIC  WORKS 
BUREAU  OF  BUILDING  INSPECTION 

COMPLAINT  RECORD 


Complaint  Number:  H9602451 
Station:  HID 


Census  Tract:  255.00 


i.erty  Owner:     INUMERABLE  RENATO  & 
..ing  Address:  INUMERABLE  RENATO 
316  DELANO  AV 
SAN  FRANCISCO  CA 


94112 


ilainant : 
l  ess : 

idavit? 


anonymous 


(laint  Description: 

ting  out  an  illegal  unit  in  the  basement. 


District  No. :  11 
Inspector:  SERGIO-S 
Unit:  1 

Use/Occupancy:  R-3 
Res.  Hotel? 
Lead  Hazard? 

Phone : 


Phone : 


lement  of  Facts: 

f/3/96  A  PHYSICAL  INSPECTION  OF  316  DELANO  AVENUE  WAS  PERFORMED  AND  THE 
iOWING  CODE  VIOLATIONS  WERE  CITED: 

JARCH  OF  BUILDING  PERMITS  FOR  THIS  BUILDING  REVEALS  NO  VALID  PERMITS  WERE 
ED  AND/OR  CLEARED  BY  AN  INSPECTOR  TO  ALTER  OR  REMODEL  THIS  BUILDING  TO  ITS 
IENT  USE  AS   (2)   TWO  DWELLING  UNITS.     GROUND  FLOOR  AREA  WAS  CONVERTED  TO  A 
(LING  UNIT  CONSISTING  OF  A  KITCHEN,   BATHROOM  &  BEDROOM.      106.1.1  -  108.8  SFBC 
SIRE  PROTECTION,   ELECTRICAL,   PLUMBING  &  MINIMUM  HEIGHT  CODE  VIOLATIONS. 
C,   504HC  &  1001HC 

lation  Type 

Without  Permit — Added ,  deleted  Units 
Comments:   6/3/96:  INSPECTION,  ISSUED  N.O.V. 


pection 
NOV 

in  Hrg 
ferred  CED 
.  ector ' s  Hrg 


6/03/96 
6/03/96 


9 


Citation 
Emerg.  Order 
Permit  Appl 
FTB  Hrg 
AAB  Hrg 


City  Atty 

Referred  to 
Abated 


1 


APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


rue  Apnea:  w>m 
AbatemenrAopeals  6oarc 
x  .  1650  Mission  SJreet 
son  rrancisca.  CA  94 103 
"fel  No.  558-5454 

l%$fF3£;  $_58.77 


ppeilant 


Appeal  Number 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1  of  the  Building  Code,  Part  IL  Chapter  L  of  the  San  Francisco  Municipal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  City  and  County  of  San  Francisco,,  on      AO£  i^Lt— AfLfiig    •  • 

(2)  The  affected  premises  are  located  at  P£L<M^O      h\J^  , 

San  Francisco.  They  contain       "X  (  V><^  dwelling  units  and    15       reaming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 

WKO  ^\)T  TV\£    VVbv)^,    KrtL    g^j£_,  ^\iNfr   IVlOa  TV>b  l^vp  OTTbfctD  TO  ^oy   fruT  fraTH  TUeotP 


(4)  State  the  relief  you  need  and.  reasons  why  you  claim  the  appealed  action  should  be 
modified  or  reversed  by  this  board. 


(Attach  additional  sheet(s)  if  necessary.) 

(5)  The  undersigned  is  the  owner/ agent,  (state  which)  of  the  premises 
Paragraph  (2)  above         DvoOVf^-   . 

(6)  The  official  address  of  the  undersigned  is: 

 \<°<*  Lee  k£  :  


!8il4lilLOIHG  INSPECTION 

AUG  3  0  »% 
CODE  ENFORCEMENT  PjV. 


TeL  No. 


(av^  VM- 


D£te  Fil€ 

File  Abatement  Appeals  Board  (AAB).  •  ' 

1660  Mission  Street  6th  Floor,  San  Francisco,  CA  94103.  TeL  (415)  558-6454 
ml/AAB-Form 


i  Francisco  Building  Code.  Section  203  (s)  provides  as  follows: 

"...The  Abatement  Appeals  Board  shall  have  the  power  to  hear  and  decide  appeals  from  orders  of  abatement  after 
a  public  hearing  by  the  Director  of  Building  Inspection  made  pursuant  to  Sections  203  (0  and  203  (1).  and  to  hear  direct 
appeals  as  set  forth  in  Section  203  (6). 

The  Abatement  Appeals  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  public  health,  safety  and 
welfare  are  secured  most  nearly  in  accordance  with  the  intent  and  purpose  of  this  code  and  the  Housing  Code. 

The  Abatement  Appeals  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director  is  not  reasonable 
in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential  property  Is  In  non-compliance  with  this  code 
pursuant  to  Section  1 7299  and  24436.5  of  the  Revenue  and  Taxation  Code  of  the  State  of  California..." 

tnswer  the  following  questions.  Print  legibly. 

Your  relationship  to  the  property  involved  (owner,  owner's  agent,  contractor,  etc.): 


When  was  the  work  done? 
Who  did  the  work?   


Were  you  or  the  present  owner  in  ownership  or  possession  when  work  was  performed?  If  no,  explain  (i.e.,  date  property 
purchased  and  approximate  time  when  work  was  performed):   


What  was  the  extent  of  the  work  performed?  How  much  remains  to  be  done? 

rVhat  is  your  occupation?  If  retired,  what  was  your  occupation?  If  you  are  a  co-owner,  list  all  other  co-owners  and  their 
xxupations. 


)o  you  own  other  properties  in  San  Francisco? 


V)0 


f  yes.  do  any  oi  these  properties  have  orders  of  abatement?   

lave  you  owned  property  in  San  Francisco  before?   V^Q  ]p^K<>   \h  VtOOVt. 


Yere  you  aware  of  the  permit  requirements  for  this  work? 


\o-o 


/as  one  of  your  employees  negligent  in  regard  to  this  permit  application? 


mat  other  permits  have  you  been  granted  by  the  City? 


'hat  other  facts  do  you  want  the  Board  to  consider?  l>\yiW\  ^UO^dl 


(Continue  on  the  back  of  this  sheet  it  you  need  more  space, 
nder  penalty  of  perjury  and  the  laws  of  the  State  of  California  that  the  foregoino  \$  triue  4nd  correct. 


fleted: 


Signature: 


Print  Name: 


am) 


Title  (owner,  contractor,  etc.): 


As  stated  before;  we  bought  the  property  AS  IS  and  being  first  time  buyers  we  did 

not  know  the  legality  of  it.  We  haven't  done  any  improvements  on  the  property 
A 

since;  except  have  repainted  ft  and  had  the  carpets  changed  because  they  were 
•i 

very  old  and  stale. 

At  the  moment  we  are  living  with  my  in-laws  -  so  as  to  help  in  payment  of  their  house 
mortagage.  After  my  father  in  law  got  sick ;  the  doctor  requested  that  he  had  to  quit  his 
job.  So  the  only  way  for  us  to  make  ends  meet ;  we  decided  to  have  the  property  at 
Delano  be  rented  out  so  as  to  possbly  make  the  house  payments. 
We  had  planned  to  have  the  house  legalize  by  having  it  remodelled;  but  unfortunately 
there  was  a  couple  of  problems  that  came  up  .  Which  of  course  first  and  formost  was 
finances.  Secondly  we  had  to  ask  an  advice  from  an  architect  about  what  he  could 
suggest  on  the  property  inorder  for  us  to  be  conforming  to  your  rules  ,  He  tried  to 
look  at  it  in  every  angle  which  includes  also  how  much  it  could  cost  us  and  he  said 
by  looking  at  the  property  ,  We  were  better  of  by  just  selling  it  below  its  value  and 
instead  use  the  money  to  buy  another  house,  ft  would  cost  so  much  money  for 

ail  this  changes  it  wasnt  worth  even  trying  to  get  aw-of^Ml.  So  at  the  moment  the 
property  is  on  sale  and  hopefully  we  could  sell  it  soon.  And  lastly  as  I  have  said  in 
our  hearing  at  the  moment  I  cant  let  my  renters  go  due  to  the  reason  that  I  can  not 
afford  to  come  up  with  the  house  payments  because  of  the  extra  help  which  I  had  to 
extend  to  my  in-laws.  The  advise  was  to  appeal  this  for  one  more  time. 
Our  only  appeal  at  the  moment  is  to  please  give  us  enough  time  to  be  able  to  sell  this 
property ,  and  as  soon  this  are  all  done  the  problem  would  be  solved. 
Your  consideration  is  greatly  appreciated.   

RECEIVED 

BUREAU  OF  BUIIOING  INSPECTION 

AM6  3  0W96 
CODE  ENFORCEMENT  DIV. . 


181  -  ASSESSOR  BLOCK/LOT  QUERY 


09/19/96  15:37 


BLOCK:  3212  LOT:  013      SITUS  ADDRESS:  316  DELANO  AV 

APN  00/3212/  /013/ 

OWNER  NAME:  INUMERABLE  RENATO  &  AS  OF: 

JAILING  ADDR:  INUMERABLE  RENATO  SOURCE: 
316  DELANO  AV 
SAN  FRANCISCO  CA 
94112 


RECORDATION  DATE:  YEAR  BUILT:  ZONE: 

FULL  VALUE-  U\ND: 
IMPS-STRUCT: 
IMPS-FIXT: 
PERS-PROP: 

EXEMPTIONS-HOMEOWNER: 

OTHER:  TYPE: 

NET  VALUE: 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
DEPARTMENT  OF  PUBLIC  WORKS 
CENTRAL  PERMIT  BUREAU 


RECEIVED  FROM: 


L 


GENERAL 

RECEIPT 

no.91859 


n 


PAYMENT  RECEIVED  FOR  THE  ITEMS  INDICATED: 


NUMBER 

Ml  61 

DESCRIPTION 

AMOUN 

T 

/3 

.  '■>/  6   0".  ( •  /  ,o  /< 

!  }  /  .:(/ 

j-  •  y 

17 

1  ci^ 

CENTRAL  PERMIT  BUREAU 


ACCOUNTING 


By 


ABATEMENT  APPEALS  ABOARD  CASE  #661 8 


Summary  Sheet 


" 

Address:  274  Brannan  Street 

Violation: 

Flashing  sign  installed  without  permit. 

Life  Hazards: 

None 

Basis  of  Appeal: 

The  Order  of  Abatement  was  issued 
improperly.  The  appellant  claims  that  there  is 
no  violation  of  City  Planning  Code  Section 
607.2.  The  flashing  sign  element  of  the  sign 
was  approved  under  the  building  permit  issued 
in  1987. 

Action  Requested: 

Rescind  Order  of  Abatement. 

Staff 

Recommendation: 

Affirm  the  Order  of  Abatement:  The  1 987 
building  permit  did  not  grant  approval  of  a 
flashing  sign. 

(P:\summsht.aab) 


CASE  HISTORY  and  ACTH 


Complaint  No.:  J^O^J^  

Address: 


District  No. 
District  Inspector: 


V.  ledmorvi 


)ATE 
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DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  AAB/FTB  HEARING 


September  20,  1996 


Nature  of  Appeal: 


[x] 


Director's  Order 


[] 


Franchise  Tax  Board  Notices 


Appellant's  Name  &  Mailing  Address: 


[] 


Other 


Brannan  Partners  LP 
6333  Greenwich  Dr.  #180 
San  Diego,  CA  92122 


PROPERTY  ADDRESS  274  Brannan  Street 


BLOCK  3774 


LOT  073 


APPEAL  NO.    6618    Source  Code  BWO 


INSPECTOR     Rafael  Torres-Gil 


Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal  filed  with  the  Abatement  Appeals  Board  on 
September  5.  1996  will  be  heard  by  the  Board  at  3:00  p.m.  on  October  2.  1996.  Wednesday,  in 
Room  428,  War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals  Board  staff  of  the 
Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103  or  call 
(415)  558-6454.  Please  bring  any  documents  and  information  that  may  support  your  appeal  such  as  contracts, 
permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial  of  this 
appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring  witnesses  to  provide 
testimony 


Original  Notice  of  Hearing  is  sent  to  Appellant . 

cc:  Andrew  Junius,  Hawley  Terminal  Inc.,  Owner  of  Record,  Steven  Vettel  -  Complainant,  and  Building 

Occupants 

[p:tds\aab-hrg.l096] 


Very  truly  yours, 


William  Wong,  Secretary 
Abatement  Appeals  Board 


(415)  558-6454  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103 


DEPARTMf    T  OF  BUILDING  INSPECTIOf  

City  &  County  of  San  Francisco 

1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


August    23,1996  *" 


Owner 

BRANNAN  PARTNERS  LP 
6333  GREENWICH  OR  #180 
SAN  DIEGO  CA 
,  92122 


Inspector:  Code  Enforcement  Div. 

ORDER  OF  ABATEMENT  UNOER  SAN  FRANCISCO  BUILDINGS  LUUh  bhCllON  102  -  12.18.5  OROER  NO.  2849-A 


Property  Address:  274  BRANNAN  AV, 
Block:  3774  Lot:  073  Seq:  01 
Tract:  Case:  BW0 

Tftmpiairf-  a&aza 


RECEIVED 

BUREAU  OF  BUILDING  INSPECTION 

SEP  5W96 

CODE  ENFORCEMENT  DIV. 


HEARING  OF  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION 
AGAINST  THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  July      1 8, 1 996 
IN  ACCORDANCE  WITH  THE  SAN  FRANCISCO  BUILDING  CODE  SECTION  102.  THE  HEARING  WAS 
CONDUCTED  BY  A  REPRESENTATIVE  OF  THE  DIRECTOR.  THE  OWNER  WAS  REPRESENTED. 

BASEO  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING.  THE  DIRECTOR  FINDS  AND  DETERMINES 
AS  FOLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF  THE 
DIRECTOR,  AND  MORE  THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE 
DEPARTMENT  OF  BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE 

UNDER  THE  TERMS  OF  THEBUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 

THE  DIRECTOR  HEREBY  OROERS  THE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WITH  THE  FOLLOWING: 

1 .  30  days  to  terminate  the  flashing  element  of  the  sign  or 

2.  30  days  to  apply  for  permits  to  legalize  flashing  sign. 


THE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

THE  DEPARTMENT  OF  BUILDING  INSPECTION  SHALL  BE  REIMBURSED  BY  THE  OWNER  OF  SAID  BUILDING 
FOR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES. 

<^  APPEAL:  PURSUANT  TO  SECTION  203.(i)  OF  THE  SAN  FRANCISCO  BUILDING  CODE.  THIS  ORDER  MAY 
*  BE  APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.  APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED 
FROM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST.,  6TH  FL,  SAN  FRANCISCO,  CA  94103. 
(558-6454).  AND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN  (10)  DAYS  OF  THE 
POSTING  AND  SERVICE  OF  THIS  ORDER. 


RECOMMENDED  BY:  VERY  TRULY  YOURS. 

Wing  Y.  'tau,  P.E.  r 

Chief  of  Building  Inspection  Division  raivn,v ~  ITTT 

FRANK  Y.  CHIU,  DIRECTOR-^^ _ 

DEPARTMENT  OF  BUILDING  INSPECTION 


Phone  No.  (415)  558-6454  FAX  No.  415-558-6474  (l:\appls\permits\reports\ooaform3) 

EXHIBIT  A 


TOTAL  P. 02 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


June     18,  1996 

Block  3774 


Lot: 


Address:  274  BRANNAN  AS, 
073       Seq:   01  Tract: 


Case:  BWO 


Inspector:  Code  Enforcement  Div. 
Owner:  hawley  terminal  inc 

274  BRANNAN  ST 
SAN  FRANCISCO  CA 


,  94107 


NOTICE  OF  CONTINUED  DIRECTOR'S  HEARING 

Director's  Hearing  Order  No.  34878 

Hearing  of  the  Complaint  of  the  Director  of  Department  of  Building  Inspection  against 
the  property  at  the  location  shown  above  has  been  continued  until  July     18, 1996 
at  10:00  A.M.  in  Room  2001, 1660  Mission  Street,  San  Francisco,  California. 

The  Owner  of  Record,  designated  above,  is  hereby  notified  to  appear. 


Very  truly  yours, 


Frank  Y.  Chiu,  Director 
Department  of  Building  Inspection 


Phone:  415-558-6220,  Fax:  415-558-6249 
dhcontin 


DEPARTMENT  OF  BUILDING  INSPECTION  

City  &  County  of  San  Francisco 

1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


May       16,  1996  Address:  274  BRANNAN  A^ 

Block:     3774         Lot  073  Seq:  01  Tract:  Case:BW 

inspector:  Code  Enforcement  Div.  Hearjng  Number:  34878 

Owner:    HAWLEY  TERMINAL  INC 
274  BRANNAN  ST 
SAN  FRANCISCO  CA 

,  94107 

NOTICE  OF  DIRECTOR'S  HEARING 

)ate  and  Time  of  Hearing:  June     13, 1996 

vt  1660  Mission  Street.  Room  2001,  San  Francisco,  CA  94103  AT  10;00  a.m. 
i[0  OWNER(S),  LESSEE(S),  TENANT(S)  AND  OTHER  PERSONS  OF  INTEREST: 

i  accordance  with  provisions  of  the  San  Francisco  Building  Code,  the  described  premises  were  inspected  and 
iolation(s)  were  found  to  exist.  The  list  of  violations)  have  been  mailed  to  the  Owner(s)  of  Record  or  agent(s)  and 
ompliance  has  not  occurred.  Therefore,  the  Director  of  the  Department  of  Building  Inspection  has  probable  cause  to 
•elieve  the  building,  structure  or  a  portion  thereof  is  an  unsafe  building  or  property. 

:ailure  to  comply  with  the  decision  of  the  Director  may  result  in  the  revocation  of  the  Permit  of  Occupancy  and/or 
Certificate  of  Occupancy  of  the  subject  premises. 

he  Owner(s)  of  Record  or  the  duly  authorized  representative  is  notified  to  appear  at  the  Hearing  to  be  held  on  the  date 
hown  above,  at  which  time  the  Director  of  the  Department  of  Building  Inspection  will  consider  the  violation(s)  and  that 
ie  building  is  unsafe  and  a  public  nuisance. 

WARN  I N  G 


:ailure  to  comply  with  this  request  will  result  in  further  abatement  proceedings.  If  an  Order  of  Abatement  is  issued  from 
ie  Director's  Hearing,  you  will  be  billed  for  the  entire  cost  incurred  in  the  code  enforcement  process,  from  the  posting 
>f  the  first  "Warning  of  Violation"  until  the  matter  is  resolved  per  San  Francisco  Building  Code  Sections  203(b),  332.2 
md  332.3. 

he  Owner(s)  of  Record  is  instructed  to  notify  the  holder(s)  of  any  Mortgage(s)  or  Deed(s)  of  Trust  secured 
>y  this  property  of  these  proceedings.  Also,  the  Department  of  Building  Inspection  shall  be  advised  of  the 
iame(s)  of  holder(s)  of  any  Mortgage(s)  or  Deed(s)  of  Trust  on  this  property. 

JY  ORDER  OF  THE  DIRECTOR  OF  DEPARTMENT  OF  BUILDING  INSPECTION. 


Very  truly  yours, 


Frank  Y.  Chiu,  Director 
Department  of  Building  Inspection 

inclosures 

i:\appls\permit\reports\dhnotice) 

5hone:41 5-558-6220  Fax:415-558-6249 


■ 


Patrick  Media  Group,  Inc. 


July  5,  1995 


Mr .   Edward  Fang 
Inspector 

Department  of  Building  Inspection 
S.F.  Permit  Center 
1660  Mission  Street,   3rd  Floor 
San  Francisco,   CA  94103 

RE:     NOTICE  OF  VIOLATION  —  274  BRANNAN  STREET 
Dear  Mr.  Fang: 

The  July  3,  1995,  Notice  of  Violation  for  274  Brannan  Street  has 
been  forwarded  to  Patrick  Media  for  response.  We  own  and  operate 
the  sign  structure  that  is  the  focus  of  this  matter. 

To  help  you  resolve  this  quickly,  enclosed  you  will  find  copies  of 
relevant  documents  that  establish  clearly  the  City's  prior 
knowledge  and  approval  of  the  electronic  message  box  at  274 
Brannan.  Thus,  no  new  permit  application  is  necessary  at  this 
time. 

Please  call  me  with  any  questions  you  may  have.  We  want  to  assist 
you  in  your  decision  to  rescind  your  Notice  of  Violation.  Thank 
you  for  your  time  and  prompt  review  of  this  issue. 

Sincerely, 


George  Broder 

Vice  President/Public  Affairs 


cc:     Mr.   Frederic  M.  Rea,  Hawley  Terminal  Inc. 
David  McWa Iters,  PMG 


1601  Maritime  St.  •  Oakland,  CA  94607  •  (510)  835-5900  •   FAX  #  (510)  834-9410 
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'City  and  County  of  San  Frat«v6co 


NOTICE  OF  VIOLATION 


Department  of  F4*feHe-W©fk 
•Bureau  of  Buffdfng  Inspectio 


of  the  San  Francisco  Municipal  Codes  Regarding  Unsafe, 
Substandard  or  Noncornplying  Structure  or  Land  or  Occupancy  Thereof 


<RRSTNOTi^> 
SECOND  NOTICE 


NOTICE  ^ATEjJ^L^^/^^ 


OTHER 


ADDRESS 


(CIRCLE  ONE) 


Cct^S  &~V*u  Cheney  o-n  6Kvt*n2-'&0*>  +  Sryraz*.  . 
VIOLATION  DESCRIPTION:  1 tfafoltotoTxil 


BC-fiiaSbfng  CcdoJ  PC-Pkjmblng  Code 
HC^RbdtWfl  Cooe      M&4techaniral  Code 
EC-Hectrfcal  Code  (^^C-kft^fA 


$&brt*hi  bm.-z.rk}  jzr^jrt  ff»<^.« 


r 


So 


ST*) 


THE  FOLLOWING  CORRECTIVE  ACTION  IS  REQUIRED: 


D  STOP  ALL  WORK 


ArrLS  reKMjj  with  z.  ?bt$       flaajs  to 

/\'9xFs«  (Work  wfo Permit after B/1/S0) 
RdnspeeSon  Fm 

Q  Other    

if\rasr.f  taSFBC^(ej  and3323  investigation  fees  arc  charged  fcr  work  begun  witivoul  permit*  at  for  v*oiV.  exceeding  the  scope  of  potu  is.  Such  fees  mav 
be  appealed  to  the  Board  of  Permits  AmxaB  within  IS  da  V3  of  permit  action  Tftoorn  154- A,  City  rialX  554-6720.  _   " 

^dR^fC^*;«F*fl^Cei<°  t^ce  temcdiate  action  as  required  to  correct  the  above  violations  will  result  in  abatement  proceedings  by  the  Department  of 
PubticWorks.  U  an  Order  of  Abatement  fa  r ©corded  against  this  property  trie  owner  w&  be  bflied  or  mer*operty 
code  enforcement  process  from  the  posting  of  thefirst^otfax  of  VkilSoa'cntfl  *U  caste  ere  paid.  SFBC3u3fl>)  63323  ~ 


INVESTIGATION  FEE  OR 
OTHER  FEE  WILL  APPLY 

APPftOX.  DATE  OF 
WORK  W/0  PERMIT 


/\  2x  Fea  (work  Exceeding  Scope  of  Permit  re- 
work w/o  permit  from  9/1/60  to  1/1  /S7) 
\   )  No  Penalty  (Work  wsfa  permit  prior  to  0/1/60} 


WARNING!  AnyorowrwcUaives  rental  tacorr^ 

tt^E^STi^S!^^  ^f3^  ****  Income  tax  to»erest,depredaSon  or  t**e»  atfrfbufa&ie  to  mjch  subsfcUKfod  structure.  H  axrectiari  worltts 

FreSSr^^d    provSiS'' es^^XtS{l  ^  -       -r  ±  date 


<^  and  continuously 
17264(c)  of  thus  Revewie  and  Taxation  Code. 


RWrTJHTHER  JHFORMATJOH  CONTACT  INSPECTOR 
■DotY.Vda,  PrE 

5^  "J*.       -Bureau  of  Building  Inspecfjoo 
By: 


■   (Irtspacax  — PitntNaAMj 


at 


Inspector  Signature 


a 
□ 
□ 

a 


BuBding  Inspection  Or/sion 
3rd  Ftoc*.  1660  Mission  St. 

Housing  Inspection  OMslan 
6th  Floor.  1660  Mission  St 
Qoctrtcal  JnepocOon  Oviskxi 
3rd  Root.  1660  Ufcsion  St. 
Plumbing  Irwspoofion  OMston 
3rd  Boor,  A660  fcfewion  St 

Code  Enforcemert  OMston 
«h  Boot,  1660  Mission  St. 


558-6096 
558-6220 
558-6030 
556-6054 
558-6454 


NOTICE  OF  VIOLATION 

of  the  ^an\Francisco  Municipal  Codes  Regarding  Unsafe, 
Substandard  or  Noncomplyihg  Structure  or  Land  or  Occupancy 


[EPARTMENTt  01^ BUILDING  INSPECTION  S^CONL^NOnCE 

jty  and  County  of  San  Frjancjsca.  ^  _  ~^ 

sion  St.  •  San  FranciscorrCA'^4i03/  2— 


COMPLAINT  NUMBER  ** 


t>60  Mission 
/DDRESS 

(CCUPANCY  /  USE  '"ft-P 
PNST.  TYPE 


s  oo~l  nx  j 


n 


i'A 


DATE  ///fb/96 


laTIon  is,bas 


  STORIES  _ 


~7~ 


^  B^AS 


ASEMENT 

If  checked,  this  informafionis.  based  upon  site  observation  only.  Further  research  may  indicate  that  legal  use  is  different.  If  so,  a/evised  Notice  of  Violation  will  be  issue 

IwNER  /  AGENT     /T/p-J-Jt&l/   'P^/ZQ/a/^       Ay<^   PHojlE^^Z^^I^^  g 

FILING  ADDRESS                  /£?*>^AS/*Xf                                     CITY  .  j^/^^JVft        ZIP  ^/V/X 
IERSON  CONTACTED  @  SITE      /  ••         ]  '   I    PHONE  #  ■      /  ' 


VIOLATION  DESCRIPTION: 


fJWORK  WITHOUT  PERMIT  r  '/%j9M/«j£  J/^  ^//^/^ 


CODE/ 
SECTION  ft 


301(a) 


] ADDITIONAL  WORK-PERMIT  REQUIRED 


303(h) 


] EXPIRED  OR  ^CANCELLED  PERMIT  PA# 


303(a)  (d) 


]UNSAFE  BUILDING 


□SEE  ATTACHMENTS 


~7T 


203(a) 


— ,- 1-^  ,r  w  r   r  —  -y — : — -  £  —  — -•~r-va-r  —  — <a 

K*s^-   .f£<Tp?^>  Z#7>2(/>)     /6?6///4/PS  ^/^V////^ 


BC  -  Building  Code      HC-  Housing  Code     PC  -  Plumbing  Code    EC  -  Electrical  Code    MC-  Mechanical  Code 


CORRECTIVE  ACTION: 
□  STOP  ALL  WORK  SFBC  202(d)  


Dfile  building  permit  application  within 


DAYS  (□  WITH  PLANS)  A  Copy  of  This  Notice  Must  Accompany  the  Permit  Application. 


3 OBTAIN  PERMIT  WITHIN 


DAYS  AND  COMPLETE  ALL  WORK  WITHIN 


.DAYS,  INCLUDING  FINAL  INSPECTION  AND  SIGNOFF. 


2  CORRECT  VIOLATIONS  WITHIN 


DAYS. 


□  ftO  PERMIT  REQUIRED. 


YOU  FAILED  TO  COMPLY  WITH  THE  N0T1CE(S)  DATED  "P  / ^/  &  f  ,  THEREFORE  THIS  DEPT.  HAS  INITIATED  ABATEMENT  PROCEEDINGS 
H  FAILURE  TO  COMPLY  WITH  THIS  NOTICE  WILL  CAUSE  ABATEMENT  PROCEEDINGS  TO  BEGIN.  SEE  REVERSE  SIDE  FOR  ADDITIONAL  WARNINGS. 


1VESTIGATION  FEE  OR  OTHER  FEE  WILL  APPLY  See  reverse  side  for  further  explanation  / 
A9x  Fee  (Work  w/o  Permit  after  9/1/60)                      A  2x  Fee  (Work  Exceeding  Scope  of  Permit  or  work  w/opermit.  from  9/1/60  to  1/1/67) 
□other   -        ;  □  Reinspection  Fee  $    DNo  penalty  (Work  w/o  permit  prior  to  9/1/60; 

PPROX.  DATE  OF  WORK  W/O  PERMIT 

BY  ORDER  OF JTHE^IR EC  T 


VALUE  OF  WORK  PERFORMED  WITHOUT  PERMITS 


ONTACT INSPECTOR 


DEPARTMENT  OF  BUILDING  INSPECTION 


6P?.'!7  &*s'Q 


FFICE  HOURS 

HONE  #   


(Inspector  —  Print  Name) 
AM  AND    3  TO 


PM 


y:  (Inspector's  Signature) 


DISTRICT* 


/ 


C:  ODCP    QeID"  0PID  ;  ^BID   □hTS:^  ODPH 


EBuilding  Inspection  Division 

3rd  Floor,  1 660  Mission  St.  558-609( 

□Housing  inspection  Services 

6th  Hoor,\l66QrMissioh  St  558-622C 

f~l  Electrical  Inspection  Division 

3rd  Floor,  1 660  Mission  St.  558-603C 

□  Plumbing  Inspection  Division 

'a^^^^^^fMS^^:,  558-605^ 
OC^e  Enforcefnenf  division  - 

6th  Floor,  1 660  Mission  SL  558-645^ 


'City  and  County  of  San  Franco 


NOTICE  OF  VIOLATION 


Department  of  PttfeH^Vor* 
«««««ofBiifrdingfnspect,0 


SECOND  NOTICE 
OTHER 


Sub*tJ°^  ^  Ffanci«co  Municipal  Codes  Regarding  Unsafe 
Substandard  or  Noncompjyfng  structure orLa^Oclt^Vi^of 


(CIRCLE  ONE) 

address  11±_B&^AAJ  ^jzeBT   


El  STOP  ALL  WORK 


INVESTIGATION  FEE  OR 
OTHER  FEE  WILL  APPLY 

APPRQX.  DATE  OF 
WORK  W/O  PERMIT 


A  &x  F&o  (Wort;  wfo  Paanii  after  Q/1/60) 
^  Retrospection  Fee 
Q  <Xhor_ 


A  2x  Fee  (work  ExceecSnp;  Scope  of  Permit  or- 

work  w/o  permit  from  9/1/60  to  1/1/67) 
O  ^°  Pena%  (W**  wfa  pemnrf  prior  to  9/f /so) 


ftraiar.f  toSFBC3&(e)  and  3325         -     •  ~~* 
be  appealed  to  the  Board  of  P-^ffiffl"  jcharyfd [fqr  wartr^n  without,  ^  M  fo,  TrnT^  , 


WARWlNffla^7ZII  ,      "r^""'n""n^nt^t^  Such  fees  may 

PubUcWorfa.  If  an  Order  of  A^^^^VV^^  «*™t  tt*  above  violations  Mil  ««*  la  abater  o™^™,  v,  n^rw  

^^^^^^^ 


PubBcWork,.  If  an  Order  of  ^5^-—  m«  afcovc  vioiat^,  will  result  in  abater  K 


^^^^  g&wggg 

r>f  7.      -BMfOQtt  of  Building  Inspection 
By: 


VM*SCREV.»Vq 


Inspector  Signature 


Bufldmg  Inspection  O*<sion 

3rd  FtoOf.  1660  Mission  St.  556-6096 
O    Housing  inspection  DMston 

6th  Floor.  1660  Mission  St  558-6220 

□  Electrical  inspection  Ovt&ton 

3rd  Floor.  1660  Mission  St.  558-6030 

□  Plumbing  Inspection  OMsion 

3rd  Root,  1660  Mission  St  558-6054 

r~1    Cooe  Entorcemefrt  DMsion 

«*  Boot,  1660  Mission  St.  55*6454 


\  City  and  Count,  of  San  Francisco 
|  The  Planning  Department 


f  1660  Mission  Street 
San  Francisco,  CA  94103-2414 


June  22,  1995 


..,,v    Mr.  Edward  Fang  •  -— 

.  ^   Building  Inspection  Division 
Department  of  Public  Works 
1660  Mission  Street 
San  Francisco,  CA  94103 

Re:  274  Brannan  Street  Roof  Sign  ; 
Dear  Mr  Fang: 

We  have  reviewed  information  provided  by  Steven  Vettel  concerning  a  rooftop 
billboard  at  the  subject  property,  which  is  within  a  South  of  Market 
Service/Secondary  Office  (SSO)  District  The  sign  permit  did  not  identify  the 
special  lighting  associated  with  this  sign. 

City  Planning  Code  Section  607.2(h)  establishes  standards  for  sign  illumination 
in  Mized  Use  Districts  including  the  SSO  District.  This  section  states  that  such 
signs  shall  not  have  nor  consist  of  any  flashing,  blinking,  fluctuating  or 
otherwise  animated  light  The  274  Brannan  Street  sign  has  s  a  flashing,  blinking, 
fluctuating  or  otherwise  animated  light,  i.e.,  the  phrase  "Who's  Next",  which  goes 
on  and  off  once  every  few  seconds.  The  nature  of  this  lighting  should  have 
been  stated  on  the  sign  permit  application  in  order  for  the  City  to  provide 
appropriate  review. 

This  letter  is  not  intended  to  address  the  history  of  signs  on  this  property  other 
than  with  respect  to  this  special  lighting  on  the  rooftop  billboard.  New  or 
expanded  existing  rooftop  signs  have  not  been  permitted  in  the  subject  area, 
except  in  very  limited  circumstances,  since  1965. 


RWP:ASB 

cc.  Frank  Chiu,  Director 

Department  of  Building  Inspection 

Steven  L.  Vettel 
Gladstone  &  Vettel 
Penthouse,  177  Post  Street 
San  Francisco,  C  A  94108 
ADMINISTRATION  CITY  PLANNING  COMMISSION  PLANS  AND  PROGRAMS  IMPLEMENTATION/ZONING 

(415)558-6414  (415)558-6414  (415)558-6264  (415)558-6377 


Sincerely, 


Robert  W.  Pass  mere 
Assistant  Director,  of  Planning 
(Zoning  Administrator) 


FAX:  558-6409 


FAX:  558-6426 


Say  aim 

yjpraiHTEwDEKt  - 

BU.TEAU  OF  OUHOING  IBSTSTItW  . 
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f  H.MG  ft£  «£C£  ri  MO 


APPLICATION  FOR  PERMIT  TO  tRECTySIGIM 


PAINT.  ETC    It/  ACCORPANcT 


TO  ERECT. 


/  6' 


NS  AND  SPECIFICATIONS 
S06*4imo  HEREWITH  ANO  FQR  1HE  PURPOSE  SET  FORTH  HEREIN 

ERECT  SIGN      f  •OMKNG  INSPECTION  ANO  PLANNING  \ 

□ PAINTED  OR  OTHER  ,  „ 

NON-STRUCTURAL  SIGN      (  <S&£T£^Z£*^  ) 


AWWOVIO  «Y  COUNTER  oar 


DO  NOT  WHITE  ABOVE  THISTlHE 


(XSTH1CT  tsncto*        O  ^  (L 


.n  o>  consih 


into  »  stones  [5i  fmstNi  ost 


DESCRIPTION  OF  EXISTING  BUILOING 


>»ui  aooacss  o*  jo  a 


3  7 if  Wt\n.wv^ 


Ml  »U>G  HT.  Al  CENTCR 
IMC  Of  HtONt 

Of  eueomc 


?o\|w4^T(3;TCW 


I — ■  .  .  DESCRIPTION  OF  PROPOSED  SIGN 

I*  Of  MM  (MOM  I  KAN  I  SIOC.  MAV  Bf  CM£C«0  a  AfruCAtUl  1  


GnOUNO 


'ECTR,C       n"0r:™'C     ^"^     nW"1  V»N=«rA«0       DoOUaUfACO  Q— ,    Q  OOOOAVINOO 

 ,  □^'^^^uABaatE,cA><ofv  ^pwessw^  occupation 


IMPORTANT  NOTICES 
top  guy  wire  is  required,  anchor  with  Vi~  dia.  through-bolt 
■M  to  the  structural  frame  of  the  building  below  the  para- 
'II.  No  portion  of  building  or  structure,  or  scaffold.ng  used 

lhan  750  wits.  See  Sec.  385  Calif.  Penal  Code 

»J  by  Board  of  Suo«rvisors  (S.F.  BuiWirij  CcdeJ.  Any  stipuis^ 
^ulredTierein  or  by  Code  may  bo  appealed. 

'i^Cno^S  APPUCATION  DOES  NOT  CONSTITUTE 
S  ™  ELECTRICAL  WIRING.  A  SEPARATE  PERMIT 

KSS  SS5S  c0BTA,NE°-  TH'S  ,S  N0T  A 

tvoonoATc  eox 

□  architect       O  engineer 

□  AGENT  WITH  POWER  OF  ATTORNEY 
'IACTOR       O  ATTORNEY  IN  FACT 

Li  APPLICANT'S  CERTIFICATION 


NOTICE  TO  APPLICANT 

^JZaZbZ!.-      J*0™*!"  *5  ^  0,~  °'  WF,a«.Ko7,o.n  ond  J2.  in 

^Ziu'T  '  °r.  '«*.mag..  ,.w„;„0  Iron,  oporotiontotd. 

70°^"°<"«SGO«'K«  of  *.  Oty  and  County  of  San  Frondwo.  ood  1 

£  cT'0^™!r  P"*"««>nt  of  Section  3800  of  th.  labor  Cod-  of  Ih.  Stat.  « 


(  ) 

(  ) 
(  ) 


rv. 

v. 


VI. 


AppKconr'i  Signature  /(/ 


^Jj2j^M^wtmoo'«  Comp««ol«>n  Inwronc  h««d  by  or 

TK«  co«  of  Iho  *ro<k  to  b«  p«rfonn«d  ii  $100  or  Ion 

lC'^r,*iVsi"l!^*  p*,r,ormo'K«  of  A.  -oH  for  wKi*  Ai,  p<rm^  « 
«<^d.  I  ihott  not  omploy  on,  p,n«. «i  on,  mow,  toatto  bwom. 
*°l      j  j  *  «omp.maiion  low.  o(  Colilo^nio  I 

lurth«,  <KknowUdg.  that  I  ./nd-T-tand.  tn  Ih.  mm  that  I  ihould 
J>«om.  ,^b,«t  to  Ih.  worimr.n  i  con,p.mahon  provUwn,  of  th. 
labor  Cod.  ol  ColrtW.  and  la3  to7o»plv  loTthwi.h  iS, 

°'  3800  ol  th.  labor  Cod.Tthot  th,  t„mH  h.«£ 

appM  lor  thall  be  d«.med  r.voked. 

I  c.rtily  o,  th.  oww  (or  Ih.  ogcnl  ol  th.  «™,|  that «  th.  p.rfor 
T"?*Jl  WOrl  'f  wK'<:h  ,h"  P»™"'  «  «««f.  <  «H  .mplov  o 
CMlZZZZlXZZXZi"  *7',h  'h'  "<"imo*''«  «">P«n«>t«nlaw.  ol 

-oA-T.'.  .C«'"~'4«"««  *^«a«  «d.n«  that 

workman  *  r~rr*f"— toajnwrooa^  tgrriod. 


'  -AY  j. j  1987 
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CITY  AND  COUNTY  OF  SAN  FRANCISCO 
DtPAniMf  NT  OF  PU3UC  WORKS 


APPLICATION 


DESCRIPTION  Of  EXIS1IMG  MUtlDlftXl 


□  CMluM)  J>! 

|_|  *n»  V.  «.  j    J  #•<«•,  v<*MNI        |  JmfCHtlHJI.llUN        [  J  WUlCAW*         j    j  I  M«K«KM  Jj^lMAfHM  COO 


l!T«f5  0»  CON&t* 

 JL_ 


'■  7 


ARIiCAIItHt  ; 
>-aim.  rrc  IK 
tunumro  mi 

EHFCl  SK.N     (  ! 

□ PAINUfl  C>«  OTHHI  /  rM  « MMaHW. M »MIIMI Ml  \ 

WOfJ  iHlUCUIl.Al  LICN      (  vmwiNUMIi  < 


J\r~!  vc  ...I  ferx?,  etis.!  

......  / 


i  .a 


Dr.bcniPTioN  01  pnorosn 


Aiti'lfiV.*.!     J    1 1* WH  WHO"* 


(  J  niMt* 


AMMtlAJ  1 





fID  not  n  AN  Ai.  .  1  ka  v.',  «.f*  am  n*.  M  Ait U  PM«MM.fc  1MI  1**4  I  lv>  AI*|W  IH  1W|  ««  mns.  <*  t  *i  t  *  AM*  Vt<Mk.All«  OM  1*  IftBmi  ****  <M  iHt  (CM  fc-O* 

MAfVAIf  Ml.. I*,  /.mi  «»  ^.-.Ih.f.  UV*  ■  I  "1  ( I-*,  AM.*  «IUM*At*f*  KM  MA  AAAM.f**    111     M*.fA  Ua  tM*V        Mi«««AtM  AAA  f*«  UffchMfCIKMi  «  1*4 

•r>  n mon  «...  -  .*.    *■/...•  -i  ;>nAM*4«r.%  wt  uunrfAM  fitovitw  mt«vci  o*  Mc««i  «*rr/t  um»*h-  vr*         tt,A»i  tit*  *»  s«i»         t**«  *n.*o— c  •  MUlMft 


roof  <.<pn 


AT  , 


IMI'OH I  AMI  NOtlCCS 

•     ,  .  IHl    4««  '.(.'  w,i  =  . 


I- 


il  li'Ml  '•'  ■-lli#ttn«'    i«f  V#t(f|iMif;q  «%« -i 

  3I-1:  CrtM  »•<••«.•' « 

ViV  I'i  iUUiUrjlii  I  HIS  I.,  hiil  A  II  HVJi 
Mi  MIA| !  HC  f»:AMl  I'lWU  *  II  HM« 


AFTl  li.AK'V*S  ORTlflCAllOfN* 

OfcSCPJ&CO      Mij  ait,  I'./.'-of.  AM  H(  P«OVli<(»N5.  *\JtV:l  A'.' Ail 

CAWS  ANO  CX^MHAKCr*,"  l«Xf.|  10  VVtU  HC  COMP.K  UWTTU 


.        ...     ...   w| •,••>'•»-'•          *-«v*i  -»«<Ai^  I..—  . .  --  ••■  *^."»»- 

-  ••  -                               nT                      »l  In-  !««»—*«<*  <»v  '       ■  ■  '  •  * 

■  —  «f  ..,.«,••<•  •* «—  fc— ■  >*;o  v*  •♦-»  »•*-»*  <  mj*  ■ ' 

..m.       ,      L  ■.«{*:  tf^ifjfX^M^  A«<o-  *V4  «  -V.. 

(••i.Uno  ...               t.   w«  hivt            I,  •  i« 

  •   -*  i  Lt  ■»"- 

a          ..^  ,     rf^rf-.,..       •-         »i  1 1  i'»  I  -  t* 

*  >.-*V      «^  w«       w<w*.       rT*«>>-<  m  «w«iJ  •  •-»«•<•  • 


i  i 


Section  102.3 


San  Francisco  Planning  Code 


SEC.  1023.  BUILDING.  Any  structure  having  a  roof  supported  by  columns 
or  walls.  (Amended  by  Ord.  443-78,  App.  10/6/78;  Ord.  412-88,  App.  9/10/88) 

SEC  102*4.  COURT.  Any  space  on  a  lot  other  than  a  yard  which,  from  a 
point  not  more  than  two  feet  above  the  floor  line  of  the  lowest  story  in  the  building 
on  the  lot  in  which  there  are  windows  from  rooms  abutting  and  served  by  the  court, 
is  open  and  unobstructed  to  the  sky,  except  for  obstructions  permitted  by  this  Code. 
An  "outer  court"  is  a  court,  one  entire  side  or  end  of  which  is  bounded  by  a  front 
setback,  a  rear  yard,  a  side  yard,  a  front  lot  line,  a  street,  or  an  alley.  An  "inner  court" 
is  any  court  which  is  not  an  outer  court.  (Amended  by  Ord.  443-78,  App.  10/6/78; 
Ord.  412-88,  App.  9/10/88) 

SEC.  1025.  DISTRICT.  A  portion  of  the  territory  of  the  City,  as  shown  on 
the  Zoning  Map,  within  which  certain  regulations  and  requirements  or  various 
combinations  thereof  apply  under  the  provisions  of  this  Code.  The  term  "district"  shall 
include  any  use,  special  use,  height  and  bulk,  or  special  sign  district.  The  term  "R 
District"  shall  mean  any  RH-1(D),  RH-1,  RH-l(S),  RH-2,  RH-3,  RM-1,  RM-2,  RM-3, 
RM-4,  RC-1,  RC-2,  RC-3,  RC-4  or  RED  District  The  term  "C  District"  shall  mean 
any  C-l,  C-2,  C-3,  or  C-M  District  The  term  "M  District"  shall  mean  any  M-l  or 
M-2  District  The  term  "RH  District"  shall  mean  any  RH-1(D),  RH-1,  RH-l(S),  RH-2, 
or  RH-3  District  The  term  "RM  District"  shall  mean  any  RM-1,  RM-2,  RM-3,  or 
RM-4  District  The  term  "RC  District"  shall  mean  any  RC-1,  RC-2,  RC-3,  or  RC-4 
District  The  term  "C-3  District"  shall  mean  any  C-3-O,  C-3-R,  C-3-G,  or  C-3-S 
District  For  the  purposes  of  Section  128  and  Article  11  of  this  Code,  the  term  "C-3 
District"  shall  also  include  the  Extended  Preservation  District  designated  on  Section 
Map  3SU  of  the  Zoning  Map.  The  term  "NC  District"  shall  mean  any  NC-1,  NC-2, 
NC-3,  NC-S,  and  any  Neighborhood  Commercial  District  identified  by  street  or  area 
name  in  Section  702. 1 .  The  term  "Mixed  Use  District"  shall  mean  any  Chinatown  CB , 
Chinatown  VR,  Chinatown  R/NC,  or  South  of  Market  RSD,  SPD,  SLR,  SLI  or  SSO 
District  named  in  Section  802.1.  The  term  "South  of  Market  Districts"  shall  refer tto 
all  RED,  RSD,  SPD,  SLR,  SLI  or  SSO  Districts  contained  entirely  within  the  area 
designated  as  the  South  of  Market  Base  District  shown  on  Sectional  Map  3SU  of  the 
Zoning  Map.  (Amended  by  Ord.  443-78,  App.  10/6/78;  Ord.  69-87;  App.  3/13/87;  Ord. 
131-87,  App.  4/24/87;  Ord.  412-88,  App.  9/10/88;  Ord.  U5-90,  App.  4/6/90) 

SEC.  102.6.  DWELLING.  A  building,  or  portion  mereofjSbfcntaining  one  or 
more  dwelling  units.  A  "one-family  dwelling"  is  a  building  containing  exclusively 
a  single  dwelling  unit  A  "two-family  dwelling"  is  a  building  containing  exclusively 
two  dwelling  units.  A  "three-family  dwelling"  is  a  building  containing  exclusively 
three  dwelling  units.  (Amended  Ord.  443-78,  App.  10/6/78;  Ord.  412-88,  App. 
9/10/88) 

SEC.  102.7.  DWELLING  UNIT.  A  room  or  suite  of  two  or  more  rooms  that 
is  designed  for,  or  is  occupied  by,  one  family  doing-  its  own  cooking  therein  and 
having  only  one  kitchen.  A  housekeeping  room  as  defined  in  the  Housing  Code  shall 
be  a  dwelling  unit  for  purposes  of  this  Code.  For  the  purposes  of  this  Code,  a 


(6-91) 


PL-4 


San  Francisco  Planning  Code 


Section  607.1 


(1)  Broadway  Neighborhood  Commercial  District.  Along  the  main  commer- 
cial frontage  of  Broadway  between  west  of  Columbus  Avenue  and  Osgood  Place. 

(2)  NC-3.  NC-3  District  along  Lombard  Street  from  Van  Ness  Avenue  to 
Broderick  Street. 

(j)  Other  Sign  Requirements.  Within  Neighborhood  Commercial  Districts, 
the  following  additional  requirements  shall  apply: 

(1)  Public  Areas.  No  sign  shall  be  placed  upon  any  public  street,  alley,  or 
public  plaza,  or  in  any  portion  of  a  transit  system,  except  such  signs,  structures,  and 
features  as  are  specifically  approved  by  the  appropriate  public  authorities  under 
applicable  laws  and  regulations  not  inconsistent  with  this  Code  and  under  such 
conditions  as  may  be  imposed  by  such  authorities. 

(2)  Maintenance.  Every  sign  pertaining  to  an  active  "establishment  shall  be 
adequately  maintained  in  its  appearance,  or  else  removed  or  obscured.  When  the 
space  occupied  by  any  establishment  has  been  vacated,  all  signs  pertaining  to  such 
establishment  shall  be  removed  or  obscured  within  180  days  following  the  date  of 
vacation.  (Added  by  Ord.  69-87,  App.  3/13/87;  amended  bv  Ord.  445-87,  App. 
11/12/87) 

SEC.  607.2.  MEKED  USE  DISTRICTS.  Signs  located  in  Mixed  Use  Dis- 
tricts shall  be  regulated  as  provided  herein,  except  for  those  signs  which  are 
exempted  by  Section  603.  Signs  not  specifically  regulated  in  this  Section  607.2  shall 
be  prohibited.  In  the  event  of  conflict  between  the  provisions  of  Section  607.2  and 
other  provisions  of  Article  6,  the  provisions  of  Section  607.2  shall  prevail  in  Mixed 
Use  Districts. 

(a)  Purposes  and  Findings.  In  addition  to  the  purposes  stated  in  Sections  101 
and  601  of  this  Code,  the  following  purposes  apply  to  Mixed  Use  Districts.  These 
purposes  constitute  findings  that  form  a  basis  for  regulations  and  provide  guidance 
for  their  application. 

(1)  As  Mixed  Use  Districts  change,  they  need  to  maintain  their  attractiveness 
to  customers  and  potential  new  businesses  alike.  Physical  amenities  and  a  pleasant 
appearance  will  profit  both  existing  and  new  enterprises. 

(2)  The  character  of  signs  and  other  features  projecting  from  buildings  is  an 
important  part  of  the  visual  appeal  of  a  street  and  the  generalquality  and  economic 
stability  of  the  area.  Opportunities  exist  to  relate  these  sighs  and  projections  more 
effectively  to  street  design  and  building  design.  These  regulations  establish;* 
framework  that  will  contribute  toward  a  coherent  appearance  of  Mixed  Use  Dis- 
tricts. 

(3)  Mixed  Use  Districts  are  typically  mixed  use  areas  with  commercial  units 
on  the  ground  or  lower  stories  and  residential  uses  on  upper  stories  or  have  housing 
and  commercial  and  industrial  activities  interspersed.  Although  signs  and  other 
advertising  devices  are  essential  to  a  vital  commercial  district,  they  should  not  be 
allowed  to  interfere  with  or  diminish  the  livability  of  residential  units  within  a 
Mixed  Use  District  or  in  adjacent  residential  districts. 

(4)  The  scale  of  most  Mixed  Use  Districts  as  characterized  by  building  height, 
bulk,  and  appearance,  and  the  width  of  streets  and  sidewalks  differs  from  that  of 
other  commercial  and  industrial  districts.  Sign  sizes  should  relate  and  be  compati- 
ble with  the  surrounding  district  scale. 
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Attachment 
Abatement  Appeals  Board  Form 


Appeal  From  Order  No.  2849-A 
274  Brannan  Street  -  Block  3774,  Lot  073 

(attachment,  item  3) 

This  is  an  appeal  of  an  Order  of  Abatement  dated  August  23,  1996  wherein  appellant 
Eller  Media  Group  ("Eller"),  owner  of  a  rooftop  advertising  sign  located  at  274  Brannan 
Street  ("Brannan  Sign"),  was  ordered  to  discontinue  operation  of  the  flashing  portion  of  the 
Brannan  Sign  within  30  days.  The  Brannan  Sign  has  been  located  at  274  Brannan  Street 
since  approximately  1945.  In  1987,  Ad  Art  Sign  Co.  added  the  existing  electronic  "message 
center"  to  the  sign.  Eller  later  acquired  the  message  center  portion  of  the  sign.  The  sign 
has  used  the  flashing  electronic  message  center  since  it  was  installed  in  1987. 

On  July  3,  1995,  the  Department  of  Building  Inspection  issued  a  Notice  of  Violation, 
claiming  that  Section  607.2(h)  of  the  Planning  Code  prohibited  any  "flashing,  blinking, 
fluctuating  or  otherwise  animated  light"  at  this  location.  That  notice  was  prompted  by  the 
Bob  Passmore's  (the  Zoning  Administrator)  letter  of  June  22,  1995.  The  Zoning 
Administrator's  letter  was  apparently  issued  after  a  complaint  was  made  by  an  attorney, 
Steve  Vettel,  who  lives  near  the  Brannan  Sign.  At  the  August  22,  1996  Director's  Hearing, 
the  Department  of  Building  Inspection's  ("DBF)  hearing  officer  ordered  that  the  sign  stop 
flashing  within  30  days.  Building  Inspector  Rafael  Torres-Gil  has  informed  Eller  that  the 
Order  of  Abatement  was  posted  and  served  on  August  30,  1996  (a  copy  of  the  order  is 
attached  as  Exhibit  A). 

(attachment,  item  4) 


The  order  of  abatement  was  issued  improperly  because,  among  other  things: 

(1)  Section  176  of  the  Planning  Code  describes  methods  of  enforcement  of  the 
Planning  Code.  Under  this  section,  the  Zoning  Administrator  may  not  call  upon  DBI  to 
enforce  the  Planning  Code,  and  DBI  may  not  enforce  the  Planning  Code. 

(2)  The  notice  of  violation  was  based  on  an  alleged  violation  of  the  Planning 
Code;  at  the  hearing,  Eller  proved  there  was  no  violation  of  the  Planning  Code  in  that  the 
Planning  Code  section  cited  (Section  607.2(h))  was  not  effective  when  the  permit  in  question 
was  issued. 


(3)      There  could  be  no  violation  of  the  Building  Code  because  that  code  does  not 
regulate  the  operation  of  signs.   
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(4)  The  order  of  abatement  was  apparently  issued  because  at  the  hearing  it  was 
determined  that  the  "flashing"  box  on  the  permit  application  had  not  been  checked.  This 
can  not  be  the  basis  for  the  order  because  (i)  nothing  in  the  Building  Code  or  Planning 
Code  required  that  box  to  be  checked,  (ii)  the  notice  of  violation  did  not  provide  notice  of 
this  alleged  violation,  and  (iii)  there  was  sufficient  additional  information  on  the  permit 
application  and  in  the  permit  file  to  apprise  the  City  that  the  sign  was  a  flashing  sign. 

Appellant  requests  that  the  order  of  abatement  be  reversed. 
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M.  Brett  Gladstone 
Steven  L.  Vettel 
Rosanna  S.  Russell 


Gladstone  &  Vettel 

Attorneys  At  Law 
Penthouse,  177  Post  Street 
San   Francisco,   California  B410B 


Telephone  (415)  434-e 
Facsimile    (415)  334-5 


September  24,  1996 


Abatement  Appeals  Board 
Building  Inspection  Commission 
1660  Mission  Street,  6th  Floor 
San  Francisco,  CA  94103 

Re:      Flashing  billboard  at  274  Brannan  Street 
Appeal  No.  6618 

Dear  Commissioners: 

On  October  2,  1996,  at  3:00  p.m.,  you  will  hear  an  appeal  of  an  abatement  order  that  was 
issued  by  the  Department  of  Building  Inspection  on  August  25, 1996.  That  order  requires  the 
owner  and  operator  of  the  billboard  at  274  Brannan  Street  to  abate  the  "flashing"  nature  of  the 
billboard's  illuminated  panel  or  apply  for  a  building  permit  to  legalize  the  flashing. 

I  live  at  38  Bryant  Street  (in  the  Portside  development),  close  by  the  billboard,  and  am 
writing  on  behalf  of  many  of  my  neighbors  in  the  South  Beach  neighborhood,  including  the 
Portside  Homeowners  Association  (62  units,  with  another  158  units  under  construction)  and 
Bayside  Village  (862  units),  to  oppose  this  appeal.  The  flashing  nature  of  the  billboard  is  a 
severe  nuisance  and  annoyance  to  those  of  us  who  live  nearby.  From  dawn  to  at  least  midnight 
every  night,  the  billboard  (advertising  the  California  Lottery)  flashes  the  words  "Who's  Next," 
and  "$  Mil"  into  our  homes.  The  bright  message  changes  copy  every  2  to  3  seconds. 

The  billboard  is  brightly  illuminated  (to  attract  attention  from  drivers  on  the  Bay  Bridge) 
and  its  illegal  flashing  adds  to  its  presence,  which  tends  to  overwhelm  our  residential 
neighborhood.  The  flashing  draws  the  eye  and  animates  the  already  bright  illumination. 

The  basis  for  the  abatement  order  was  the  Zoning  Administrator  and  Department  of 
Building  Inspection's  conclusion  that  a  permit  to  allow  the  flashing  was  never  applied  for  nor 
approved.  The  last  permit  for  the  billboard  is  Sign  Permit  No.  8705948,  approved  in  May  1987 
(copy  enclosed).  The  applicant  for  that  permit  marked  the  box  indicating  the  sign  would  be 
"Illuminated,"  but  did  not  mark  the  box  indicating  that  the  sign  would  be  "Flashing." 
Furthermore,  the  plans  submitted  with  that  permit  did  not  indicate  that  the  illuminated  panel 
would  flash.  Accordingly,  Permit  No.  8705948  did  not  authorize  the  illuminated  panel  to  flash. 

Less  than  a  month  thereafter,  the  City  enacted  Planning  Code  Section  607.2(b),  which 
prohibits  flashing  signs  in  this  zoning  district.  Thus,  when  the  animated  panel  began  flashing  (I 
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APPEAL  .  J  THE  ABATEMENT  APPEALS  OARD 
OP  THE  OH  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


Aoatemorw  Aopeais  boa/c 
,  .  1650  Mission  Saeet 
San  Francises.  GA  94103 
"&L  No.  55*6454 


Brannan  Partners  LP 

Eller  Media  Company ;  Real  Parties 

Tn  Interest     '  "'"].'    '.,[  'J 

Appellant  ,  -    -         ■"  ' 


Appeal  Number 


The  tmdtp-rigntxi  aprv»nan«-  fr^apaKy  arpp**!*      th*  Abafapmpnt  Appeal?;  Sfvardr  pursuant  tr>  C^-rt«*»n 

203.1  of  the  Building  Code,  Part'IL  Giapter  L  of  the  San  Frandsco  Mimidpal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  -Hie  order  appealed,  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  City  and  County  of. San  Frandsco,  on.  August  .22.  1996    '         .   . 

(2)  The  affected  premises  are  located  at  274  Brannan  Street  (roof  sign) 

San  Francisco.  They  contain     N/A  dwelling  units- and   N/A      rooming  units. 

(3)  State  in  ordinary  and.  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 

(see  attached)         . •  '  •   


(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action'  should  be 

modified  or  reversed  by  this;  board. 

:  •        (see  attached)  :"  v  "  '  '  ■■   '_  _^   ;.• 


,  (Attach,  additional  sheets)  if  necessary.) 


(5?  The  undersigned  is  the  owner  /  agent,  (state  which)  of  the  premises  described  in 

. Paragraph  (2)  above  Eller  js  the  owner  of  the  roof  sign.-  and  leases  a  portion  of  the 
["  :.         ■       property  at  274  Brannan  Street. 

(6)  Tne  official  address  of  the  undersigned  is: 

Andrew  Junius  v.  "'  .:  • 


Reuben  &  Cera 

655  Montgomery 

Street,  16th  Floor 

San  Francisco, 

CA  94111 

TeL  No. 

Reub 


September  4,  1996  ; 

Date  Filed.  Signature  (Print  Name 

Andrew  Junius 

.'  Attorney  for  Eller.  Media  Company 

File  Abatement  Appeals  Board  <AAB). 

1660  ^Gssion Street,  feet  Floor,  San  Francisco,  CA  94103.  TeL  (415)  558-6454 
ml/  AAB-Forxzi       a  :      ~   ~ — . 
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„  San  Francisco  Building  Codo.  Section       (s)  provides  as  follows: 

•  The  Abatement  Appeals  Board  shall  have  the  power  to  hoar  and  decide  appeals  from  orders  of  abatement  after  / 
a*pubfic  hearing  by  the  Director  of  Bunding  Inspection  made  pursuant  to  Sections  203  (T)  and  203  (I),  and  to  hear  direct 
appeals  as  set  forth  in  Section  203  (b). 

The  Abatement  Appeals  Board  may  uphold,  modny  or  reverse  such  orders,  provided  that  the  pubBc  hearth,  safety  and 
welfare  are  secured  most  nearly  in  accordance  with  the  intent  and  purpose  of  this  code  and  the  Housing  Code. 

The  Abatement  Appeals  Board  may  also  hear  appeals  from  property  owners  who  beftevo  the  Director  fe  not  reasonable 
in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential  property  is  in  non-compliance  with  this  code 
pursuant  to  Section  17299  and  2443&S  of  the  Revenue  and  Taxation  Code  of  the  Stale  of  California...* 

\ase  answer  the  following  questions.  Print  tegibty. 

Your  relationship  to  the  property  involved  (owner,  owner's  agent,  contractor,  etc): 

Eller    is    the    OWner    nf    f.hp.    sign    flr>H    Ipjcpc    cpaop    fn-r    fho    d'gn  97/,    R-rarman  c:^T-00^- 

1987 


When  was  the  work  done?  •  -2- 
Who  did  the  work?     AH  Art-  Si  cm  r.n 


Were  you  or  the  present  owner  In  ownership  or  possession  when  work  was  performed?  If  no.  explain  (Le.,  date  property 
purchased  and  approximate  time  when  work  was  performed):   Eller  owned  the  billboard  af  the 

time   the  work  was   Hotip;      F.I  1  pt   a&ftttiE&d    ^Q  rpnfpr  lafpr. 


What  was  the  extent  of  the  work  performed?  How  much  remains  to  be  done? 

Electronic  message  center  was  arMpH  t-n  pvigfino  1->t  1 1  Knai-rl 


What  is  your  occupation?  If  retired,  what  was  your  occupation?  If  you  are  a  co-owner,  list  an  other  co-owners  and  their 
occupations.    Eller  is  an  outdoor  advertising  company. 


Do  you  own  other  properties  in  San  Francisco?    Yes  (other  hi  1 1  hoards') 


If  yes,  do  any  of  these  properties  have  orders  of  abatement?  No 
Have  you  owned  property  In  San  Francisco  before?  Yes  


Were  you  aware  of  the  permit  requirements  for  this  work?    Eller  did  not  do  this  work  

Was  one  of  your  employees  negligent  in  regard  to  this  permit  application? 

No  

What  other  permits  have  you  been  granted  by  the  City?  Numerous  sign  permits  throughout-  franric^. 


What  other  facts  do  you  want  the  Board  to  consider?     Eller  is  having  a  transcript  of  the  

August  22.    1996  hearing  nrena  rpd  ,   anH.is  nht-air,-ir.o  r-opioc  nf  <-ho   I0ft7  p^rmi-   f  n  ^ 


Eller  will  submit  this  information,  as  well  as  more  specific  legal  argnmpnt-g,  to,  <-ho 
Board  prior  to  the  date  of  the  hearing.  


'  [  (Continue  on  theJbacK  ot  tnjs  sbeet  it  you  need  more  space.) 

/ 

;lare  under  penalty  of  perjury  and  the  laws  of  the  State  of  California  that  the  fortajjbing  is*  true  and)correct. 
i  Completed:       September  4.  1996   Signature: 


Print  Name:     Andrew  Junius 
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Title  (owner,  contractor,  etc.):    Attorney  for  Eller  Media 


Section  607.2 


San  Francisco  Planning  Code 


(b)  Signs  or  Sign  Features  Not  Permitted  in  Mixed  Use  Districts.  Roof  signs 
as  defined  in  Section  602.16  of  this  Code,  wind  signs  as  defined  in  Section  602.21  of 
this  Code,  and  signs  on  canopies,  as  defined  in  Section  136.1(b)  of  this  Code,  are  not 
permitted  in  Mixed  Use  Districts.  No  sign  shall  have  or  consist  of  any  moving, 
rotating,  or  otherwise  physically  animated  part,  or  lights  that  give  the  appearance  of 
animation  by  flashing,  blinking,  or  fluctuating.  In  addition,  all  signs  or  sign  features 
not  otherwise  specifically  regulated  in  this  Section  607.2  shall  be  prohibited. 

(c)  Identifying  Signs.  Identifying  signs,  as  defined  in  Section  602.9,  shall  be 
permitted  in  all  Mixed  Use  Districts  subject  to  the  limits  set  forth  below. 

(1)  One  sign  per  lot  shall  be  permitted  and  such  sign  shall  not  exceed  20 
square  feet  in  area.  The  sign  may  be  a  freestanding  sign,  if  the  building  is  recessed 
from  the  street  property  line,  or  may  be  a  wall  sign  or  a  projecting  sign.  The 
existence  of  a  freestanding  identifying  sign  shall  preclude  the  erection  of  a  free- 
standing  business  sign  on  the  same  lot.  A  wall  or  projecting  sign  shall  be  mounted 
on  the  first-story  level;  a  freestanding  sign  shall  not  exceed  15  feet  in  height.  Such 
sign  may  be  nonilluminated,  indirectly  illuminated,  or  directly  illuminated. 

(2)  One  sign  identifying  a  shopping  center  or  shopping  mall  shall  be  permit- 
ted subject  to  the  conditions  in  Paragraph  (1),  but  shall  not  exceed  30  square  feet  in 
area.  Such  signs  may  be  nonilluminated,  indirectly  illuminated,  or  directly  illumi- 
.nated  during  the  hours  of  operation  of  the  businesses  in  the  shopping  center  or 
shopping  mall. 

(d)  Naraeplate.  One  nameplate,  as  defined  in  Section  602.12  of  this  Code,  not 
exceeding  an  area  of  two  square  feet,  shall  be  permitted  for  each  noncommercial  use 
in  Mixed  Use  Districts. 

(e)  General  Advertising  Signs.  General  advertising  signs,  as  defined  in  Sec- 
tion 602.7,  shall  be  permitted  in  Mixed  Use  Districts  as  provided  for  below.  In 
Mixed  Use  Districts  where  such  signs  are  permitted,  general  advertising  signs  may 
be  either  a  wall  sign  or  freestanding,  provided  that  the  surface  of  any  freestanding 
sign  shall  be  parallel  to  and  within  three  feet  of  an  adjacent  building  wall.  In  either 
case,  the  building  wall  shall  form  a  complete  backdrop  for -the  sign,  as  the  sign  is 
viewed  from  all  points  from  a  street  or  alley  from  which  it  is  legible.  No  general 
advertising  sign  shall  be  permitted  to  cover  part  or  all  of  ahy  windows.  Any 
extension  of  the  copy  beyond  the  rectangular  perimeter  of  the  sign  shall  be  included 
in  the  calculation  of  the  sign  area,  as  defined  in  Section  602.1(a)  of  this  Code. 

(1)  Chinatown  Residential  Neighborhood  Commercial  District.  No  more 
than  one  general  advertising  sign  shall  be  permitted  per  lot.  Such  sign  shall  not 
exceed  72  square  feet  in  area  nor  exceed  12  feet  in  height.  Such  sign  may  be  either 
nonilluminated  or  indirectly  illuminated. 

(2)  Chinatown  Visitor  Retail,  Chinatown  Community  Business,  and  South  of 
Market  Mixed  Use  Districts,  Exclusive  of  the  South  of  Market  Special  General 
Advertising  Sign  Districts.  No  more  than  one  general  advertising  sign  not  exceed- 
ing 300  square  feet  in  area  or  two  general  advertising  signs  of  72  square  feet  each 
shall  be  permitted  per  lot.  The  height  of  any  such  wall  sign  shall  not  exceed  24  feet, 
or  the  height  of  the  wall  to  which  it  is  attached,  or  the  height  of  the  lowest  of  any 
residential  window  sills  on  the  wall  to  which  it  is  attached,  whichever  is  lower.  Ifthe 
advertising  sign  is  a  freestanding  sign,  the  height  shall  not'exceed  24  feet  or  the 
height  of  the  adjacent  wall,  whichever  is  lower. 
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81  -  ASSESSOR  BLOCK/LOT  QUERY 


09/19/96  15:35 


3LOCK:  3774  LOT:  073      SITUS  ADDRESS:  274  BRAN  NAN  ST 

APN  00/3774/  /073/ 

OWNER  NAME:  HAWLEY  TERMINAL  INC  AS  OE: 

BAILING  ADDR:  HAWLEY  TERMINAL  INC  SOURCE: 
274  BRANNAN  ST 
SAN  PRANCISCO  CA 
94107 


RECORDATION  DATE:  YEAR  BUILT:  ZONE: 

PULL  VALUE-  LAND: 
IMPS-STRUCT: 
IMPS-FIXT: 
PERS-PROP: 

EXEMPTIONS-HOMEOWNER: 

OTHER:  TYPE: 

NET  VALUE: 
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ABATEMENT  APPEALS  ABOARD  CASE  #661 9 


Summary  Sheet 


Address:  345  Vallev  Street 

Violation: 

Construction  of  a  rear  deck  without  permit. 

Life  Hazards: 

None 

Basis  of  Appeal: 

Ms.  Cindy  McDonald  -  occupant  and  part- 
owner  states  that  she  was  initially  unaware  of 
permit  requirements  and  that  she  feels  that  she 
complied  with  the  corrective  action  of  the  first 
Notice  of  Violation,  i.e.  submitted  permit 
application  within  thirty  (30)  days. 

Action  Requested: 

Modify  the  Order  of  Abatement,  by  continuing 
the  time  period  for  compliance. 

Staff 

Recommendation: 

Affirm  the  Order  of  Abatement.  The  time  starts 
when  the  permit  is  issued. 

(P:\summsht.aab) 


CASE  HjSTORY  and  ACTION 


Complaint  No.: 


Address: 


VaiUju  St. 


District  No. 


District  Inspector: 


DATE 


REMARKS 


TIME 


INITIAL 


J20' 


.03/ 


TO 


iht 


"Ms* 
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7//\/?c- 
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CASE  HISTORY  and  ACTION 


Complaint  No. 
Address: 


  District  No.: 

Valise    Si.    District  Inspector:  m 


DATE 


REMARKS 


TIME 


INITIAL 


2a 
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jo 


.1*  ttaikd 
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2£1 


E5_ 


19   -  APPLICATION  PLAN 
VPL#:    9610492         REV# : 

ADDR1:      3  45  VALLEY 

DESC  CODE: 

REAR  DECK 

NOTIFY: 

EST  COST:  2, 000 

REVISION  DATA:      LAST  REV# 

SENT  BY:    SNT  COMMENTS 
SUB/   PLAN  LOG 
SET#    -  TO 


CHECK  HISTORY  QUERY 

FORM:    3  FILED:    06/12/96  DISPOSITION 


09/25/96  14:05 


ST 


UNIT:  0000 


E  AT  I  ON 
f-ZOC 

>-NP 

>-DR 


PHONE : 

REV  COST: 
01     DATE  RECEIVED 
PLANS 
LOG  START 
INIT  SET#       TO  IN  WORK 

GWC     3     06/14/96  06/14/96  06/14/96 

COMMENT:    LETER  SENT 
GWC     3     08/08/96  08/08/96  08/08/96  08/08/96 

COMMENT:   DR  RECD  9.6.96,    BY  MSP  AT  CPC 
GWC     3     09/06/96  09/06/96  09/06/96  09/06/96 

COMMENT:    DR  RECD  BY  MSP  CPC  COUNTER  9.6 


07/15/96 

IN 
HOLD 
06/14/96 


SER/PAR:  S 


WC  EXP 
CITY-INSTIG 
REQUESTED  BY 


OUT 
HOLD 


LOG 
OUT 
08/08/96 


OB/R 

CP-ZOC 

COMM 
CODE 


09/06/96 
COUNTER 

.96 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  AAB/FTB  HEARING 

September  20,  1996  Nature  of  Appeal: 

[x]       Director's  Order 
Appellant's  Name  &  Mailing  Address:  [  ]        Franchise  Tax  Board  Notices 

[]  Other  

PROPERTY  ADDRESS  345  Valley  Street 
BLOCK    6620     LOT  037  


APPEAL  NO.    6619    Source  Code  BWO 

INSPECTOR    Rafael  Torres-Gil  

Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  file  with  the  Abatement  Appeals  Board  on 
September  11.  1996.  will  be  heard  by  the  Board  at  3:00  p.m.  on  October  2.  1996.  Wednesday,  in 
Room  428,  War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals  Board  staff  of  the 
Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103  or  call 
(415)  558-6454.  Please  bring  any  documents  and  information  that  may  support  your  appeal  such  as  contracts, 
permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial  of  this 
appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring  witnesses  to  provide 
testimony. 

Very  truly  yours, 


Richard  A.  McDonald  & 
Jean  McDonald  Tr. 
do  Richard  &  Jean  McDonald 
620  Huntleigh  Dr. 
Lafayette,  CA  94549 


William  Wong,  Secretary  x*^/  ' 
Abatement  Appeals  Board 

Original  Notice  of  Hearing  is  sent  to  Appellant . 

cc:  Cindy  McDonald,  Owner  of  Record,  Complainant,  and  Building  Occupants 
[p:tds\aab-hrg.l096] 


(415)  558-6454  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


G028348 


August  30,1996 


Owner 

RICHARD  &  JEAN  MCDONALD  TR 
%  RICHARD  &  JEAN  MCDONALD 
620  HUNTLEIGH  DR 
LAFAYETTE  CA,  94549 


Property  Address:  345  VALLEY  ST, 
Block:  6620         Lot:  037        Seq:  01 
Tract:  Case:  BW0 

Complaint:  35076 


inspector:  Code  Enforcement  Div. 


ORDER  OF  ABATEMENT  UNDER  SAN  FRANCISCO  BUILDING  CODE  SECTION  102  - 12.18.5  ORDER  NO.  2889-A 


HEARING  OF  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION 
AGAINST  THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  August    29, 1 996 
IN  ACCORDANCE  WITH  THE  SAN  FRANCISCO  BUILDING  CODE  SECTION  102.  THE  HEARING  WAS 
CONDUCTED  BY  A  REPRESENTATIVE  OF  THE  DIRECTOR.  THE  OWNER  WAS  NOT  REPRESENTED. 

BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS  AND  DETERMINES 
AS  FOLLOWS: 

1 .  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF  THE 
DIRECTOR,  AND  MORE  THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE 
DEPARTMENT  OF  BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE 

UNDER  THE  TERMS  OF  THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 

THE  DIRECTOR  HEREBY  ORDERS  THE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WITH  THE  FOLLOWING: 


1.  Comply  with  plan  review  comments  and  time  limits. 

2.  10  days  to  pick  up  permit  after  approval.  3.  30  days  to  complete  all  work 
&  final  inspection  from  BID  inspector/Department. 

THE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

THE  DEPARTMENT  OF  BUILDING  INSPECTION  SHALL  BE  REIMBURSED  BY  THE  OWNER  OF  SAID  BUILDING 
FOR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES. 


APPEAL:  PURSUANT  TO  SECTION  203.(i)  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY 
BE  APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.  APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED 
FROM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST.,  6TH  FL,  SAN  FRANCISCO,  CA  94103, 
(558-6454),  AND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN  (10)  DAYS  OF  THE 
POSTING  AND  SERVICE  OF  THIS  ORDER. 

RECOMMENDED  BY:   _  VERY  TRULY  YOURS, 


fy^y*^  

*Wing  Y/  Lau,  P.E. 

Chief  of  Building  Inspection  Division 


FRANK  Y.  CtflU,  DIRECTOR 
DEPARTMENT  OF  BUILDING  INSPECTION 


Phone  No.  (415)  558-6454 


FAX  No.  415-558-6474  (l:\appls\permits\reports\ooaform3) 


DEPARTMENTS  BUILDING  INSPECTION   

City  &  County  61  San  Francisco 

1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


July      17,  1996 


Owner:    RICHARD  &  JEAN  MCDONALD  TR 
%  RICHARD  &  JEAN  MCDONALD 
620  HUNTLEIGH  DR 
LAFAYETTE  CA 


94549 


Address:  345  valley  st, 
Block:  6620         Lot:  037       Seq:  01 
Tract:  Case:  BW0 

Hearing  Number:  35076 
Inspector:  Code  Enforcement  Div. 


NOTICE  OF  DIRECTOR'S  HEARING 

Date  and  Time  of  Hearing:  August    01, 1996 

At  1660  Mission  Street.  Room  2001,  San  Francisco,  CA  94103  AT  10:00  a.m. 
TO  OWNER(S),  LESSEE(S),  TENANT(S)  AND  OTHER  PERSONS  OF  INTEREST: 

In  accordance  with  provisions  of  the  San  Francisco  Building  Code,  the  described  premises  were  inspected  and 
violations)  were  found  to  exist.  The  list  of  violation(s)  have  been  mailed  to  the  Owner(s)  of  Record  or  agent(s)  and 
compliance  has  not  occurred.  Therefore,  the  Director  of  the  Department  of  Building  Inspection  has  probable  cause  to 
believe  the  building,  structure  or  a  portion  thereof  is  an  unsafe  building  or  property. 

Failure  to  comply  with  the  decision  of  the  Director  may  result  in  the  revocation  of  the  Permit  of  Occupancy  and/or 
Certificate  of  Occupancy  of  the  subject  premises. 

The  Owner(s)  of  Record  or  the  duly  authorized  representative  is  notified  to  appear  at  the  Hearing  to  be  held  on  the  date 
shown  above,  at  which  time  the  Director  of  the  Department  of  Building  Inspection  will  consider  the  violation(s)  and  that 
the  building  is  unsafe  and  a  public  nuisance. 

WARNING 

Failure  to  comply  with  this  request  will  result  in  further  abatement  proceedings.  .If  an  Order  of  Abatement  is  issued  from 
the  Director's  Hearing,  you  will  be  billed  for  the  entire  cost  incurred  in  the  code  enforcement  process,  from  the  posting 
of  the  first  "Warning  of  Violation"  until  the  matter  is  resolved  per  San  Francisco  Building  Code  Sections  203(b),  332.2 
and  332.3. 

The  Owner(s)  of  Record  is  instructed  to  notify  the  holder(s)  of  any  Mortgage(s)  or  Deed(s)  of  Trust  secured 
by  this  property  of  these  proceedings.  Also,  the  Department  of  Building  Inspection  shall  be  advised  of  the 
name(s)  of  holder(s)  of  any  Mortgage(s)  or  Deed(s)  of  Trust  on  this  property. 

BY  ORDER  OF  THE  DIRECTOR  OF  DEPARTMENT  OF  BUILDING  INSPECTION. 


Very  truly  yours, 


Frank  Y.  Chiu,  Director 
Department  of  Building  Inspection 


'ioe) 

4 15-558-6249 


&URANCY/USE 

I^STiTTYPE. 

|f^e^^,  this  information  is. 

/NER/ AGENT  ■    -  ,  

JUNG  ADDRESS :  ,^.,^^->^^^ 


based  uponjsite^bsery^ion  o  that  legal  use  is  difjerent-lf  ^,^r\^\%^^o^^p^v^^nm^^'^\ieA 

1/  c /^4Jo-  /y*QV)V^  j^^^  vfpHoNE y !^n;%^l?^;t.'  ■ ?: 


lil®liMffliDJS^RJiil^ 


Ecodex 


PRKMlTHOUTPERMITpf^^ 


ADDITIONAL  WORK-PERMIT  REQUIBED JjjlMife  f  ^  ^ 


503(h)  |^ 


EjCBJBEP  ;PR :  E3  CANCE11LEP^£EBMIX! 


W±!ZE_____I__ 


3  STOP  ALL  WORK  SFBC  202(d) 


.;-.;\ 


RLE  BUILDING  PERMIT  APPUCATIONT/VITHIN 


2_!iDAYS  (□  WITH  PLANS)  jA  Copy  of  This  Notice  Must  Accompany  the  PerniH  Appr^on:^;:  %. 


OBTAIN  PERMIT  WITHIN 


£I#y«OAYS,  INCLUDING HNi_ INSPECTION  AND  SIGNOFF.%^ 


iFAILURETO  COMPLY  WITH  THIS  NOTICE  WILL  CAUSE  ABATEMENT  PROCEEDINGS  TO  BEGIN.  SEE  REVERSE  SIDE  FOR  ADDmONAL  WARNINGS. 


NTACTjJNSPECTOR 


v#^Srd  Floor,  1660  Missioir6t^_558r6096 
Boflsing  Insp.. 


NOTICE  OF  VJOLAT'^N 

of  tu_  ^an  Francisco  Municipal  Codes  Regarding  u>s>afe, 
Substandard  or  Noncomplying  Structure  or  Land  or  Occupancy 

0 FIRST  NOTICE 

DEPARTMENT  OF  BUILDING  INSPECTION  nsECOND  NOTICE 
(ty  and  County  of  San  Francisco 


1i60  Mission  St.  •  San  Francisco,  CA  94103 

iDDRESS     34?    MaWoy  jl 


□OTHER: 


COMPLAINT  NUMBER 


DATE     5/ _2  /C1U 


(CCUPANCY/USE  _ 
ONST.  TYPE  5  M 


BLOCK 
STORIES 


LOT  ^7 


□  BASEMENT 


l|  If  checked,  this  information  is  based  upon  site  observation  only.  Further  research  may  indicate  that  legal  use  is  different.  If  so,  a  revised  Notice  of  Violation  will  be  issued 
i  c  H  a  v^,    i    J  act  \,    '/I  C  \>0  t,  a  L  OTn_   


(WNER  /  AGENT  

(AILING  ADDRESS 


PHONE # 


CITY 


ZIP 


IERSON  CONTACTED  @  SITE 


PHONE # 


VIOLATION  DESCRIPTION: 


CODE/ 
SECTION  # 


ORK  WITHOUT  PERMIT 


301(a)  / 


]ADDITIONAL  WORK-PERMIT  REQUIRED 


303(h) 


1EXPIRED  OR  □CANCELLED  PERMIT  PA# 


303(a)  (d) 


] UNSAFE  BUILDING 


□SEE  ATTACHMENTS 


203(a) 


B, 


iol. 


a. !  d 


/  BC -Building  Code      HC  -  Housing  Code     PC  -  Plumbing  Code    EC  -  Electrical  Code    MC-  Mechanical  Code 

CORRECTIVE  ACTION: 
^STOP  ALL  WORK  SFBC  202(d)  

2  FILE  BUILDING  PERMIT  APPLICATION  WITHIN  __3_c=DAYS  {HfWITH  PLANS)  A  Copy  of  This  Notice  Must  Accompany  the  Permit  Application. 
U  OBTAIN  PERMIT  WITHIN   DAYS  AND  COMPLETE  ALL  WORK  WITHIN  DAYS,  INCLUDING  FINAL  INSPECTION  AND  SIGNOFF. 


J  CORRECT  VIOLATIONS  WITHIN 


DAYS. 


□  NO  PERMIT  REQUIRED. 


,  THEREFORE  THIS  DEPT.  HAS  INITIATED  ABATEMENT  PROCEEDINGS. 


UYOU  FAILED  TO  COMPLY  WITH  THE  NOTICE(S)  DATED   

M FAILURE  TO  COMPLY  WITH  THIS  NOTICE  WILL  CAUSE  ABATEMENT  PROCEEDINGS  TO  BEGIN.  SEE  REVERSE  SIDE  FOR  ADDITIONAL  WARNINGS. 


nIVESTIGATION  FEE  OR  OTHER  FEE  WILL  APPLY  See  reverse  side  for  further  explanation 

9x  Fee  (Work  w/o  Permit  after  9/1/60)  A2x  Fee  (Work  Exceeding  Scope  of  Permit  or  work  w/o  permit  from  9/1/60  to  1/1/67) 


I  Other 


□  Reinspection  Fee  $ 


PPPTOX.  DATE  OF  WORK  W/O  PERMIT 


VALUE  OF  WORK  PERFORMED  WITHOUT  PERMITS 


□  No  penalty  (Work  w/o  permitprior  to  9/1/60) 


BY  ORDER  OF  THE  DIRECTOR,  DEPARTMENT  OF  BUILDING  INSPECTION 

■ONTACT  INSPECTOR      ^ /)  O  /\jq£,  


(FFICE  HOURS 

HONE #   


7;>^  TO  '3:i'£c 


(Inspector  —  Print  Name) 
AM  AND       j      TO  4- 


PM 


>y:  (Inspector's  Signature)  

:c:  nocp  Oeid  Dpid  0BID 

.    ■  -Am 


-  DISTRICT 
□  CED    DCPB  DO' 


uilding  Inspection  Division 

3rd  Floor,  1 660  Mission  St.  558-6096 

□  Housing  Inspection  Services 

6th  Floor,  1 660  Mission  St.  558-6220 

□  Electrical  Inspection  Division 
3rd  Floor,  1660  Mission  St.  558-6030 

Plumbing  Inspection  Division 

3rd  Floor,  1 660  Mission  St.  558-6054 

Code  Enforcement  Division 

6th  Floor.  1 660  Mission  St  558-6454 


APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


Abatement-Appeals  6oard 

1650  Mission  Street 
San  Francisco.  CA  94 103 
No.  558-6454 


a, 


Appellant 


Appeal  Number 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1  of  the  Building  Code,  Part  H,  Chapter  h  of  the  San  Francisco  Municipal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  City  and  County  of  San  Francisco,  on        %£       I  _  k  :  

(2)  The  affected  premise  are  located  at  V  ^   < 

San  Francisco.  They  contain  |  dwelling  units  and     CZ>    rooming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 

(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  be 
modified  or  reversed  by  this  board- 

(Attach  additional  sheets)  if  necessary.)    f^tc^y  P'llO.    Z>  •PP'CWL-rr  -30  Sac 

(5)  The  undersigned  is  the  owner/agent,  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above     <^o  -  o<^jfc^P£>  . 

(6)  The  official  address  of  the  undersigned  is: 


TeL  No.    6<0   ^2  6  ZOO  ✓ 


Date  Filed  Signature  (^rint-Name  Below)" 


File  Abatement  Appeals  Board  (AAB). 


<^  r-A  94-103.  Tf4_  (4-151  558-6454 


3jH  Francisco  Building  Code,  Section  203  (s)  provides  as  follows: 

•...The  Abatement  Appeals  Board  shall  have  the  power  to  hear  and  decide  appeals  from  orders  of  abatement  after 
a  public  heanng  by  the  D.rector  of  Building  Inspection  made  pursuant  to  Sections  203  (0  and  203  (I),  and  to  hear  dir^ 
appeals  as  set  forth  in  Section  203  (b). 

The  Abatement  Appeals  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  public  hep  Hh  safety  and 
welfare  are  secured  most  nearly  in  accordance  with  the  intent  and  purpose  of  this  code  and  the  Housing' CoHa  

The  Abatement  Appeals  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director  is  not  reasonable 
in  not.fy.ng  the  State  Franchise  Tax  Board  that  their  rental  residential  property  is  in  non-compliance  with  this  code 
pursuant  to  Sect.on  1 7299  and  24436.5  of  the  Revenue  and  Taxation  Code  of  the  State  of  California..." 

^answer  the  following  questions.  Print  legibly. 

|  Your  relationship  to  the  property  involved  (owner,  owner's  agent,  contractor  etc  V 


When  was  the  work  done?    2  \   

Who  did  the  work?  FgAjj^jQS      <     rrv  v/  V£ZJF 


Were  you  or  the  present  owner  in  ownership  or  possession  when  work  was  performed?  If  no.  explain  (i.e..  date  property 
purchased  and  approximate  time  when  work  was  performed):       Vr.^    v  H  y 


What  was  the  extent  of  the  work  performed?  How  much  remains  to  be  done? 

 x>^c^  -?^i<T-  


cation!  ^^feVUt^;  jy.  as^it! " you  are  a  "r- !{st  a" 0th9r  ~rs  *«  *" 

Do  you  own  other  properties  in  San  Francisco?        'KJ  D  ,   . 


If  yes,  do  any  of  these  properties  have  orders  of  abatement?  ^ 
Have  you  owned  property  in  San  Francisco  before?  (N,/Q  


Were  you  aware  of  the  permit  requirements  for  this  work?  P 


Was  one  of  your  employees  negligent  in  regard  to  this  permit  application? 


What  other  permits  have  you  been  granted  by  the  City?  tsj<c_ 


What  other  facts  do  you  want  the  Board  to  consider?       Wfr*S      O  cvj  fv^  fyj2^     pr  Ptygj-WvT  

 C°r~fW    u^Ttj     ^tv/   /2.j=.r^ r 1 1  Arn ,\ 4  _  - 

(Continue  on  the  back  of  this  sheet  if  you  need  more  space.) 
•  under  penalty  of  perjury  and  the  laws  of  the  State  of  California  that  the  foregoingJs ^le^Korrect. 

Leted:        f?  '  <±  W 
K  —  Signature: 


__5jO    ^  ^>*/   Print  Name:     gi^Qyr  A^U) 

t,fTT1)  Title  (owner,  contractor,  etc.):        go  -"DujIAoL^ 


September  11,  1996 

Rafael  Torres-Gil 
Building  Inspector 

Department  of  Building  Inspection 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 
1660  Mission  Street 
San  Francisco,    CA  94103-2414 

Dear  Mr  Torres-Gil, 

Enclosed  is  the  completed  form  that  you  require  to  begin  the 
Abatement  Appeal  Process.       The  justification  for  my  appeal 
follow : 

The  Notice  of  Violation  posted  on  my  property  on  May  9,  1996 
indicated  that  I  should  file  building  permit  application 
within  30  days  or  abatement  proceedings  would  begin.  I 
believe  that  I  met  that  requirement. 

I  made  several  attempts  to  file  my  permit  application  during 
the  months  of  May  and  June.     Due  to  the  varying  requirements 
of  the  individuals  reviewing  the  drawings  each  time  I  tried 
to  submit,  new  modifications  were  requested. 

I  successfully  submitted  my  application  on  June  10,  1996. 
The  3  0  day  deadline  would  have  fallen  on  a  Sunday.  Based 
upon  our  discussion  yesterday  about  how  to  count  timelines,  I 
believe  that  by  submitting  on  the  first  business  day  after 
the  Sunday  deadline  I  have  met  the  requirements  stated  in  the 
original  notice.     And,   therefore  abatement  proceedings  should 
not  have  been  required. 

Thank  you  for  accepting  my  appeal. 


(510)    232-6200  (days) 
(415)    285-6958  (evenings) 


RE:    345  Valley  St. 
Block  6620,    Lot  037 
Hearing  Number:    3  5076 


Copy:     Richard  McDonald 


181  -  ASSESSOR  BLOCK/LOT  QUERY 


09/19/96  15:36 


BLOCK:  6620  LOT:  037      SITUS  ADDRESS:  345  VALLEY  ST 

APN  00/6620/  /037/ 

OWNER  NAME:  RICHARD  A  MCDONALD  &  AS  OE: 

MAILING  ADDR:  RICHARD  &  JEAN  MCDONALD  TR  SOURCE: 
%  RICHARD  k  JEAN  MCDONALD 
620  HUNTLEIGH  DR 
LAFAYETTE  CA  " 
94549 

RECORDATION  DATE:  YEAR  BUILT:  ZONE: 

FULL  VALUE-  U\ND: 
IMPS-STRUCT: 
IMPS-FIXT: 
PERS-PROP: 

EXEMPTIONS-HOMEOWNER: 

OTHER:  TYPE: 


NET  VALUE: 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
DEPARTMENT  OF  PUBLIC  WORKS  ,  ' 
CENTRAL  PERMIT  BUREAU  \ 


"1  in 


r ... 


GENERAL 

RECEIPT 

no.  91865 


RECEIVED  FROM 


L 


i 

^  1  j\ 


_J 


PAYMENT  RECEIVEDTOR  THE  ITEMS  INDICATED: 


NUMBER 


DESCRIPTION 


AMOUNT 


^4 


i/ 
v 


4  vn?- 


7; 


ACCOUNTING 


CENTRAL.  PERMIT  BUREAU 

By  ^ 


ABATEMENT  APPEALS  ABOARD  CASE  #6620 


Summary  Sheet 


Address:  1 36-1 38  5th  Avenue 

Violation: 



Illeqal  unit  and  floor  of  occupancy  added  in 
ground  floor  without  permit  and  necessitating 
fireproofing  and  sprinklering  of  entire  building. 
Security,  heat,  energy,  electrical  and  plumbing 
reports.  Extra  units  needs  to  be  accessible. 
1985  Notice  of  Violation. 

Life  Hazards: 

Lack  second  means  egress  ground  floor  unit, 
lack  fireproofing  of  building  and  approved  fire 
alarm  system.  Lack  approved  heat  source  for 
ground  floor  unit. 

Basis  of  Appeal: 
Action  Requested: 

The  1 985  report  was  deferred  due  to  health  of 
owner. 

Modify  Order  of  Abatement  so  owner  has  more 

timo   minimi  im  r\f  civt\/  (&f\\  rla\/e  t/"\  pftmnlw 

ui i ic,  i nil  hi i iui 1 1  vji  oiAiy  \}j\J)  udyo  iu  ouinjjiy. 

Staff 

Recommendation: 

Modify  the  Order  of  Abatement  to  allow  15 
days  to  file  for  building  permit  and  all  work  to 
be  completed  in  90  days. 

(P:\summsht.aab) 


Case  History  and  Action 

ririress:         1_L_  -^<~^         Block/Lot:   Inspector: 

late  Ref:   Outstanding  Items:  #  


i(s)Req'd  (circle)    BLDG  ELEC    PLUMB        BLDG  PA#   Date  Filed   Date  Issued 


lATE 

ACTION 

REMARKS 

INSP- 
CLERK 

TIME 
IN 

IMtiiiTrf 
Mm  U  1  to 

^  (-9/ 

/t>         /LC--7       C^re-  -f^fX  o/-^    ,  *■<*■<  L(  <*77-?f^e*^ 

 —  







.  nin      R^vi^  on  /on 


HIS  CASE  HISTORY  AND  ACTION 


DRESS 


te.Tvpe  gTX/ 


ill  Stories 
•eent  Stories 


j)al  Inspection  Date^  ^^^>^^ZjType    lO^-^Iiispector     V  >/^/4  /^^Hc^/f 

E^vOT  TRACKING:  .  '    ^  ^  v 

ading  PA#  f^AafTA    V  HLEbfeUED^XPIRED  Date   lll£l^kb 

ictricai  _  "c~^f^h         PlunTbing  >pF=^>  


.Occupancy 
.Floors 
Floors 


BLOCK  /3 LOT 


Inspectaf    V  A^/^/fcA-^T^ 
nits_^/_3/juest  Rooms  (T)  (R)  Other. 


Units 


.Guest  Rooms  (T)  (R). 


Other 


IE  HAZARDS: 

sf v/^  /Pjumbing^lectricy 

j_      Stairs  need  rebuilding/structural  weakness 
 Other  


.  Fireproofing/Sprinklers/ Alarm 


Egress 


•HER  VIOLATIONS:  Maintenance 


HESe^aJ-Sooj^/Uiyts. 


easpection  prior  to  Director's  Hearing 
atector's  Recommendation  to  Director: 


(Date):  Posting  Date 


/  Issue  O^f  A: 


Qtinue  case  for  30  Days:  

Ssr  to  FTB  -  Yes  ->/  No 
Actor's  Hearing  Date  


Time: 


Decision  gfrw  a^ju/J  -  —  gC^gE  *°  &&Jfyr 


CASE  HISTORY 


DATE 


REMARKS 


INSP 


TIME 


2 


/S 

<5\> 


/yW 


7^7 


1 


.  wr*JU  o^j^MA^C  j  Q<>A  -tfc-  jjg 


<*fo?fer  •  


3 


4?/ 


-7-/«r/-?2j; 


1)6  -  ADDRESS  CROSS 

REFERENCE 

QUERY 

09/25/96 

14 

 ADDRESS -- 

Active 

Appls  Only? 

(Y/N) :  Y 

; STREET  NAME 

SFX 

NO. 

UNIT 

BLOCK /LOT 

APPL.  NO. 

FORM  FILED 

DIS 

9CH 

AV 

124 

1364  /034 

9313930 

8  08/16/93 

I 

SPH 

AV 

136 

1364  /030 

8600976 

3  01/29/86 

I 

5I?H 

AV 

138 

1364  /030 

8600976 

3  01/29/86 

I 

iVH 

AV 

146 

1364  /028 

9313757 

8  08/12/93 

I 

In 

AV 

154 

1364  /026 

9520093 

8  11/28/95 

I 

.TH 

AV 

159 

1365  /007 

9606962 

8  04/23/96 

I 

:TH 

AV 

171 

9322011 

8  12/16/93 

I 

TO  QUERY  TRACKING 
OTHERWISE, 


HISTORY  -  ENTER  APPLICATION  NO: 
HIT    'FIELD  RELEASE' 


LI 9  -  APPLICATION  PLAN  CHECK  HISTORY  QUERY  09/25/96  14:1 
VPL#:    8600976         REV# :          FORM:   3  FILED:    01/29/86  DISPOSITION:    I  -ISSUED 

ADDR1:      136     5TH                                     AV           UNIT:    0000  SER/PAR:  S 
DESC  CODE: 

TO  BRING  INTO  CODE 

NOTIFY:                                                                     PHONE:  WC  EXP:  NA 

EST  COST:                       100     REV  COST:  CITY-INSTIG:  X 

REVISION  DATA:      LAST  REV# :            DATE  RECEIVED:  REQUESTED  BY: 
SENT  BY:  COMMENTS: 

SUB/   PLAN     LOG             LOG           START              IN  OUT           LOG  COMM 

NATION     INIT  SET#     -  TO                IN             WORK           HOLD  HOLD           OUT  CODE 

BHI                       0     01/29/86  01/31/86  01/31/86  02/13/86 


OUNTER 

JR 

2 

02/13/86 

02/14/86  02/14/86 

02/14/86 

AA 

COMMENT : 

LOG  OUT /NO  WORK  DONE; 

SEE  NEXT  STATION. 

PC-CPB 

JAS 

2 

02/14/86 

02/18/86  02/24/86 

02/24/86 

CJT-STR 

JR 

2 

02/24/86 

02/24/86  02/24/86 

02/24/86 

C?B 


2     02/24/86  02/25/86  02/25/86 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  AAB/FTB  HEARING 


September  20,  1996 


Appellant's  Name  &  Mailing  Address: 


Mike  C.  Y.  &  Deborah  M.  Lew. 

1501  Lake  Street 

San  Francisco,  C A  94118 


Nature  of  Appeal: 

[x]       Director's  Order 

[  ]        Franchise  Tax  Board  Notices 

[  ]  Other  


PROPERTY  ADDRESS  136-138  5th  Avenue 


BLOCK    1364     LOT  030 


APPEAL  NO.   6620    Source  Code  DIP 


INSPECTOR    Yasu  Morikawa 


Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  file  with  the  Abatement  Appeals  Board  on 
September  18.  1996.  will  be  heard  by  the  Board  at  3:00  p.m.  on  October  2. 1996.  Wednesday,  in 
Room  428,  War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals  Board  staff  of 
the  Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103  or  call 
(415)  558-6454.  Please  bring  any  documents  and  information  that  may  support  your  appeal  such  as  contracts, 
permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial  of  this 
appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring  witnesses  to  provide 
testimony. 

Very  truly  yours, 


William  Wong,  Secretary  /j 
Abatement  Appeals  Board 

Original  Notice  of  Hearing  is  sent  to  Appellant . 

cc:  Owner  of  Record,  Complainant,  and  Building  Occupants 

[p:tds\aab-hrg.l096] 

(415)  558-6454  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


August 


08,  1996 


G023087 


LEW  MIKE  C  Y  REVOCABLE  TR 
%  MIKE  C  Y  LEW 


Owner 


Property  Address:  136  138  05TH  AV,  0000 
Block:  1364         Lot:  030  Seq:  01 

Tract:  401        Case:  DI0 
Complaint:  34948 


1501  LAKE  ST 

SAN  FRANCISCO  CA,  94118 


Inspector:  Morikawa 

ORDER  OF  ABATEMENT  UNDER  SAN  FRANCISCO  BUILDING  CODE  SECTION  102-102. 18.5  ORDER  NO.  2700-A 


HEARING  OF  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION  AGAINST 
THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  June     27,1996        IN  ACCORDANCE 
WITH  THE  SAN  FRANCISCO  BUILDING  CODE  SECTION  102.  THE  HEARING  WAS  CONDUCTED  BY  A 
REPRESENTATIVE  OF  THE  DIRECTOR.  THE  OWNER  WAS  REPRESENTED. 


BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS  AND 
DETERMINES  AS  FOLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF  DIRECTOR,  AND  MORE 
THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF 
BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE  UNDER  THE  TERMS  OF 
THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 

THE  DIRECTOR  HEREBY  ORDERS  THAT  WITHIN  45    DAYS  OF  THE  DATE  OF  THIS  ORDER,  THE  OWNER  OR  HIS 
REPRESENTATIVE  SHALL  HAVE  ISSUED  TO  HIM  A  PERMIT  TO  COMPLETE  THE  WORK  NECESSARY  TO  BRING 
SAID  BUILDING  INTO  CONFORMANCE  WITH  THE  SAN  FRANCISCO  BUILDING  CODE  AND  REIMBURSE  THE 
DEPARTMENT  OF  BUILDING  INSPECTION  FOR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND 
FUTURE  NOTICES.  THE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

APPEAL:  PURSUANT  TO  SECTION  102.9  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY  BE 
APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.  APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED 
FROM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST.,  6TH  FL.,  SAN  FRANCISCO,  CA  94103,  (558- 
6454),  AND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN  (10)  DAYS  OF  THE  POSTING 
AND  SERVICE  OF  THIS  ORDER. 

RECOMMENDED  BY:  VERY  TRULY  YOURS, 


Lesley  Stansfield 

Chief  of  Housing  Inspection  Services 

Phone  No.  (415)  558-6220     FAX  No.  (415)  558-6249 

(I:\appls\permit\reports\ooafonn2) 


DEP. 


City  and  County  of  San  Francisco 
Department  of  Public  Works 
Bureau  of  Building  Inspection 
Division  of  Apartment  and  Hotel 

Inspection  3o>^ 
450  McAllister  Street,  Room 
San  Francisco,  California  94102 


NOTICE  OF  VIOLATION 

OF  THE  SAN  FRANCISCO  MUNICIPAL  CODES  RENDERING 
HOUSING  TO  BE  SUBSTANDARD  (PER  SECTIONS  17299(b)(2) 
AND  24436.5(b)(2),  REVENUE  AND  TAXATION  CODE) 


Date;        >d^-  2-7, 

Address:    /3    -  (3  g  '  £j  ' 

Assessor's  Block   /36^       Lot  3D 


TO:  BBI  Complaint  H 

Milk  f  &hcUsi^^  Inspection  Date: 
ISO/    LAK^.^rT-  Infpe^Srl 


F-    CrfjUJ  ]  fjjjgl         Phone:     558-4505    or  558-<66l 


AND  TO  THE  OWNERS,  THEIR  SUCCESSORS,  AND  ALL  OTHER  PERSONS  HAVING 
ANY  INTEREST  IN  THE  ABOVE  DESCRIBED  PROPERTY  LOCATED  IN  THE  CITY  AND 
COUNTY  OF  SAN  FRANCISCO: 

PLEASE  TAKE  NOTICE  that  on  the  inspection  date  shown  above, 
the  above  described  premises   was   inspected  by  inspectors  of  the 
Bureau  of  Building  Inspection  of  the  Department  of  Public  Works,  As 
a  result  of  the  inspection,  numerous  conditions  were  found  to  exist 
in  the  premises,  as  more  particularly  described  in  the  Inspection 
report(s)  attached  to  the  notice  of  violation  mailed  to  the  owner, 
maintained  in  the  premises  in  violation  of  the  provisions  of  the  San 
Francisco  Municipal  Code  dealing,  among  other  things,  with  health, 
safety  or  building.     Based  upon  this  inspection,  the  Superintendent 
has  determined  and  declares  these  premises  to  be  substandard  housing. 

ACCORDINGLY,  THE  SUPERINTENDENT  OF  THE  BUREAU  OF  BUILDING 
INSPECTION  HEREBY  ORDERS  the  owner  of  the  above  described  substandard 
property,  within  thirty  (30)  days,  to  contact  the  inspector  and  make 
application  for  the- necessary  permits  to  correct  the  conditions  in 
the  premises  maintained  in  violation  of  the  Municipal  Code,  and  there- 
after  obtaining  permits  and  proceed  to  correct  the  conditions  diligently 
and  expeditiously. 

WARNING 

Sections  17299  and  24436.5  of  the  Revenue  and  Taxation  Code 
provide,  inter  alia,  that  a  taxpayer  who  derives  rental  income  from 
housing  determined  by  the  local  regulatory  agency  to  be  substandard 
by  reason  of  violation  of  state  or  local  codes  dealing  with  health, 
safety  or  building,  cannot  deduct  from  state  personal  income  tax  and 
bank  and  corporate  Income  tax,  deductions  for  interest,  depreciation 
or  taxes  attributable  to  such  substandard  structure  where  the  sub- 
standard conditions  are  not  corrected  within  six  (6)  months  after 
notice  of  violation  by  the  regulatory  agency.     (PLEASE  TAKE  NOTICE 
THAT  THE  DATE  OF  THIS  NOTICE  MARKS  THE  BEGINNING  OF  THE  SIX-MONTH 
PERIOD  REFERRED  TO  ABOVE.) 


1 


M-0^21  NOV  -  A  - 


Location. 


Prepared  By. 


,  San  Francisco  Department  of  Public  Works 

£>LoU^  BUREAU  OF  BUILDING  INSPECTION 

2_  1  3  b^  ■  DIVISION  OF  APARTMENT  HOUSE 

J^fr*       3p  AND  HOTEL  INSPECTION  REPORT 


Date  Inspected. 


  n  w±L&  ±  4=Ln<k 

Address. 


The  following  Items  that  'are  circled  require  correction  In  accordance  with  the  San  Francisco  Housing  Code  and/or  other  applicable  Codes  and  Ordinances:  ^ 

-  1.  Repair/replace  broken  sidewalk/paving  at  front/rear/side  1  — ,  *-  ^LO,  i//  r  "         7^rimR  Hr 

(|)Remove  all  rubbish  from  ^^basement/^_J^^C^W^ ,  C^^t^^K^/  Kty  ■  J  ft « W-402-1006  HC 

.402-507  HC 
 409  HC 


3.  Raise  foundation  and/or  lower  grade  using  approved  materials  and  method  at. 

4.  Install  approved  type  floor/deck,  yard  drain  at  

5.  Provide  gas  service  shutoff  in  

6.  Ratproof  ground  area  in  basement/cellar/under  stairs  

7.  Eliminate  rodent  and/or  cockroach  infestation  on  premises. 


8.  Clean  and  maintain  hotel  room(s)  dwelling  unit(s)  in  a  sanitary  manner  at  :  . — 

9.  Provide  legal  ventilation  for  furnace  room/waler  heater  space/garage/under  floor  area/gas  meters  

(^Provide/fireproof  garage/rear  yard  to  street  passageway/basement  ceiling  with  approved  fire  rated  materials. 

11.  Repair/provide  fireproofing  in. 


12.  Provide  fire  sprinkler  system  in  garbage/linen  chute,  garbage/linen  room,  storage  area  or  remove  storage. 

13.  Enclose  stairs  to  basement/collar  with  approved  materials  and  self-closing  doors  plans  req'd. 

14.  Eliminate  paint/hazardous  storage  in_  . — 


15.  Provide  approved  type  flues/connectors  for  gas  appliances  in  

16.  Rebuild/repair  front/rear  stairway.  Provide  handrails  

17.  Replace  all  broken  window  glass.  Repair  sash  and  reputty.  Check  &  repair  hardware  

18.  Repair  stucco/siding  on  •  Renail  and  paint  exterior/trim. 

19.  Replace/repair  roofing.  Provide/repair  roof  gutters  for  drainage  and  connect  to  sewer 
f20)Remove/rebuild/fireproof  root  deck.  Provide/replace  duliMin  ul  linwij   

21.  Provide/repair/replace/fireproof  stair  penthouse  door/closer.  Install  railing  around  ventshaft 

22.  Provide  stairway/scuttle  hole  from  public  hallway/stair  to  roof  in  approved  location. 

23.  Provide  approved  means  of  ventilation  for  stairway/public  halls/elevator  shaft  

24.  Enclose  interior  stairway(s)  in  an  approved  rrgnnerorcojnpjy^^ 
@ Provide  complete  fire  sprinkler  system  in  ^^uTmliulfti-wiS^iu,  jiun  »uju  pur-plan. 

26.  Install  approved  type  fire  doors/closers  to  basement/main  stair  enclosure , 


.92DPH^02  HC 

 402  HC 

 402  HC 

 4C2-702  HC 

 414  HC 

 414  HC 

 903-905  HC 

 803  HC 

 411-705  HC 

 407  HC 


ntshaft  su>vf<^  ^^^^ 


.402^03-802  HC 

 402-408  HC 

 408  HC 

 402-408  HC 

.403-712  HC 
.412-805  HC 
 805  HC 


(JZ?  Provide  stairway/fire  escape  for  second  means  of  egress  f?6s±^^jz^ri~Z,^}  'tlQJ?lt<,  plans  req'd   f 

28.  Provide  corridor  to  fire  escape  at  front/rear/side  and  install  directional  signs   j*^tJ*~*^->  a^-  '(Oft 


29.  Provide  approved  type  ladder/stair  from  lowest  fire  escape  balcony  to  ground. 

i  Provide  approved  type  fire  extinguishers  in  public  halls  at  each  floor 
31.  Remove  or  raise  all  wires,  ropes,  etc.  8  feet  above  roof. 


J- 


(^Install  approved  type  fire  alarm  system/wet/dry  standpipe  as  directed  by  Fire  Dept. . 
33.  Repair/replace  loose  and  missing  plaster  in  


502-808  HC 

 807  HC 

 807  HC 

803-806  HC 
801  HC 

{Xbt^m  HC 

'  801  HC 

 904  HC 

24.10  FC 
HC 
412  HC 


34.  Remove  lot  line  windows,  close  opening  in  an  approved  manner  (N  E  S  W)  wail. 

35.  Close  transom  openings  in  public  hall(s)  In  approved  manner  

36.  Provide  a  bath,  lavatory,  and  water  closet  within  each  apartment  

37.  Provide  additional  bath(s)/lavatory(ies)  on  

38.  Provide  additional  water  closet(s)  on  


.floor(s). 


Jloor(s). 


39.  Water-proof  bath/water  closet  compartment  floor(s)  with  approved  material(s)  on. 
(% Provide  legal  light  and  ventilation  fnr  JW'-^M^fc^^ 


41.  Remove  torn,  worn,  insanitary  floor  covering  ln    frs>-^JlJL  £  ,0   ,  , 

flpComply  with  attached  Heat/Hot  Water  Notice  faMC^^u^ --&-ft</7-^^>c2*£^^ 


.TABLE  5-A  BC 

 502  HC 

 402  HC 

 503  HC 

 503  HC 

 508  HC 

 402-501  HC 

 412  HC 


43.  Provide  separation  where  water-closet  compartment  opens  into  kitchen  in. 

44.  Discontinue  use  and  remove  cooking  facilities  In  illegal  community  kitchen  on . 

45.  Remove  and  cap  gas  lines  at  source  of  supply  for  stove/heater  in. 


(46}Submit  plan  of  each  floor,  showing  correction  of  alt  items  listed  hereon. 
47.  Clean/paper  or  paint  walls  and  ceilings  in  


48.  Provide/replace  garbage  receptacles,  provide  tight-fitting  covers. 

49.  Remove  cord  wiring  and  install  one  plug  receptacle  in  each  room  and  2  iiUhe  kitchenfs)  ,  /*■ 
@) Remove/repair/and/or  replace  deteriorated/substandard  ^A^t*^^/^^yW^'/7>^  {" 


51.  Fireproof  public  halls  and  soffit  of  stairs  with  approved  1  hour  fire  resistive  materials  details  req'd 

(Jg)  Fireproof  entire  building  with  approved  1  hour  fire  resistive  materials  and/or  sprinklers  throughout  

53.  Provide  1  hour  fire  separation  between  business  use  and  residential  use 

t Remove/close/fire  protect  closet  under  stairs  at 
Comply  with  attached  Electrical  and/or  Plumbing  Report. 
Provide  and  maintain  (  OnlJ 


.707.A/503 1.C.  HC 

 503.10  HC 

 503.1B  HC 

 406  HC 

 302  BC 

 1001  HC 

 1004  HC 

505  HC 


additional  usable  off  street  parking  spaces  and/or  City  Planning  requirements.. 
57.  Replace  Insanitary  wood  drainboards  In  kitchens  on. 


(gfo  Remove  all  non-conforming  partitions  and /or  construction  in«^-tf^-g'W^>Ory4<^«tgje, 

59.  Applicability  of  Itemfs)   J  depends  upon  date  of  conversion.  Submit  proof 

-rv  of  earliest  date  of  conversion-affidavits  attached.  (Submit  with  building  permit  application). 

(^Compliance  with  the  circled  Items  will  establish  legality  of  the  structure  as  an  aptMwtel  with       ^3  units/* 

on        fjp        floors  of  occupancy„og 


ART  4  HC 
701MC 

 701  HC 

 414  HC 

_802.dHC 
.ART  4 HC 

 136  PC 

 402  HC 

 403  HC 


Bptomfedk^ 2.7 .3^  MM^^f^^iW^^^X  to 
dwelling  with    '  {^TWnY 


.105  HC 


its  original/last  legal  use  as  an  apactewaUhatel/ 
floors  of  occupancy  or  comply  with  Item  60. 


dwelling  with  [J  WO/  units/rwMs  on  <5     .floors  of  occupancy  or  comply  with  Item  60_  105  HC 

Comply  with  attached(97) Energy  Insp  Form  (^Security  Checklist  ffi^moke  &  Heat  Ord.  -4  ;  s;;n*€c  &-*n*4Jaj~Az£z^-^€*^ 


^11  ..   (d^r   BLiKfi 

W  — —  .   1^  PC     —run  Coo. 




t-fWt*)       *j  .ftU.Lllim  INSPECTOR 


FC      —  Fir*  Cod4 

PubUc  Wk1*  Co<M 


San  Francisco  Department  of  Public  Works 
Sotqm  of  BaiUimg  Inspection 


Office  Hours:  S  to  8:30  AM  -  4  to  5  PM 


Address. 
Inspected  on: 


PLUMBING  INSPECTION  REjgRT^ 


Building  Inspector 
Plumbing  Inspector: 


The  following  items  that  arc  checked  require  correction  in  accordance  with  the  San  Francisco  Plumbing  Code  and/or  the  San 
Francisco  Housing  Code  or  other  applicable  codes  and  ordinances. 

PLUMBING 

  1.  Repair/replace  defective  traps,  waste  piping,  sewer  piping,  vent  piping,  roof  leader,  air  inlet  cover,  plumbing  fix- 

_^tures. 

^"2.  Provide  waste/ vent  piping./fittings  of  proper  size,  material. 

  3.  Extend  fixture  vents  to  the  roof. 

  4,  Properly  secure,  grade,  cap  waste/sewer  pipe  lines. 

  5.  Properly  connect  roof  leader(s)  to  sewer. 

  6.  Provide  sewer  trap  and  fresh  air  inlet. 

  7.  Provide  required  area  drain. 

  8.  Provide  trap  to  serve  fixture. 

WATER 

  9,  Repair/replace  water  piping/Strings  found  to  be  defective,  undersized,  uuproperly/installcd/secured. 

 _10.  Remove  cross  connection,  non-conforming  piping  and  cap  at  source. 

 11.  Install  approved  water  pipe  service  valve,  fittings,  air  chambers. 

,  12.  Install  fire  sprinklers  as  required  by  building  inspector. 

GAS 

 13.  Remove/replace  gas  piping/gas  fittings  found  to  be  defective,  of  improper  material,  undersize. 

 14.  Provide  approved  gas  control  valve,  drips  in  gas  piping 

 15.  Install  gas  appliance  vent  having  the  required  grade  to  the  flue,  size,  distance  from  combustible  surfaces. 

 16.  Install  gas  appliance  vent  of  approved  material,  properly  secured,  extended  above  roof. 

 17^  Remove  unapproved  gas  appliance,  piping  and  cap  line  at  source. 

iOftf  Other  deficiencies. 

fc"'lQ    Recommended  improvements. 

Location  and  extent  of  items  checked  above:  j 


"> .  J   «4  I       —J  /       *     --7.  /      -f     .  7  f 


f 


6- 


Su. 


The  items  of  correction  listed  herein  are  those  which  were  observed,  and  does  not  include  violations  which  may  be  concealed  and 
become  evident  when  work  is  begun.  The  recommended  improvements  noted  are  not  code  requirements  but  are  provided  for  your 
assistance  in  upgrading  your  building. 

Please  contact  the  inspector  who  prepared  this  report  if  you  have  any  questions  coB^erning  the  required  work.  NOTE:  Installation  and 
repair  is  to  be  done  in  a  workmanlike  manner  under  permit.  Permits  required:  QTlumbing  □  Building. 


PLUMBING 


2ATI0N 

LCK  _ 


■    ~*  DIVISION  OF  APARTMENT  AND  HOTEL  INSPECTION 

SECURITY  ORDINANCE  CHECKLIST 

jgrr  ^VL4^  :  _____ 


DATE 


LOT 


3>Q 


SEQ. 


CT 


1.  PROVIDE  SINGLE  CYLINDER  DEADBOLTS  WITH  MINIMUM  ONE  INCH  THROW, FOR„THE  ENTRY  DOORS  OF  THE  FOLLOWING,  UNITS: 


WING  l 


I  2.  PROVIDE  ONE-HALF  INCH  THROW  DEADLATCH  OR  SINGLE  CYLINDER  ONE  INCH  THROW  DEADBOLT  LOCKS  FOR  REAR  OR  SECONDARY  DOORS 
OF  THE  FOLLOWING  UNITS 


/  — 

I  3.  135°  VIEWER  REQUIRED  FOR  THE  ENTRY  DOORS  OF  THE  FOLLOWING  UNITS  (MAXIMUM  MOUNTING  HEIGHT  OF  58  INCHES): 


4.  *GLAZING  ON  THE  INTERIOR  ENTRY  DOOR(S)  MUST  BE  COVERED,  REPLACED  OR  REINFORCED  IN  THE  FOLLOWING  UNITS: 


5.  REPLACEMENT  OR  REINFORCEMENT  WITH  A  MINIMUM  OF  3/8"  PLYWOOD  OH  APPROVED  EQUAL  IS  REQUIRED  FOR  HOLLOW  CORE  OR 
PANEL  ENTRY  DOORS  TO  THE  FOLLOWING  UNITS: 


6.  SLIDING  GLASS  DOORS  MUST  BE  FITTED  WITH  AN  AUXILIARY  LOCKING  DEVICE  IN  ADDITION  TO  THE  PRIMARY  LOCKING  DEVICE  IN  THE 
FOLLOWING  LOCATIONS: 


7.  PROVIDE  DEADLATCH  LOCKS  WITH  MINIMUM  ONE-HALF  INCH  THROW  FOR  THE  FOLLOWING  EXIT  DOORS: 


8.  THE  FOLLOWING  EXTERIOR  DOORS  MUST  BE  PROVIDED  WITH  SELF-CLOSING  DEVICES: 


9.  THE  FOLLOWING  EXTERIOR  DOORS  MUST  BE  PROVIDED  WITH  PRIMARY  LOCKING  DEVICES: 


10.  OTHER: 


♦REPLACEMENT  GLAZING  MUST  MEET  "UL  972  STANDARD  OF  SAFETY"  OR  BE  1/4"  THICK  WIRE  GLASS  OR  LAMINATED  SAFETY  GLASS. 
REINFORCEMENT  MAY  INCLUDE  3/8"  PLYWOOD,  EXPANDED  STEEL  MESH,  1/4"  PLASTIC  OR  APPROVED  EQUAL 


]     THIS  IS  ONLY  A  PARTIAL  LIST  AND  IT  ONLY  INVOLVES  ITEMS  ACCESSIBLE  FROM  THE  PUBLIC  AREAS.  IF  YOU  DESIRE  A  COMPLETE  LIST  OF 
SECURITY  REQUIREMENTS  FOR  THE  BUILDING,  PLEASE  CONTACT  THE  UNDERSIGNED  INSPECTOR  FOR  AN  INSPECTION. 


t 


THIS  IS  A  COMPLETE  LIST  OF  ITEMS  TO  COMPLY  WITH  THE  NEW  SECURITY  ORDINANCE  #346-80  AND  #6-82. 

THE  SECURITY  DEFICIENCIES  THAT  ARE  CHECKED  ARE  REQUIRED  TO  BE  CORRECTED  WITHIN  DAYS.  IF  DOORS  ARE 

REPLACED,  WINDOW  FRAMES  REPLACED,  OR  ANY  STRUCTURAL  WORK  DONE  TO  COMPLY  WITH  THIS  ORDINANCE,  A  BUILDING  PERMIT 
MUST  BE  SECURED  FROM  THE  CENTRAL  PERMIT  BUREAU  AT  450  McALLISTER  ST.,  SAN  FRANCISCO,  CA. 

IF  YOU  HAVE  ANY  QUESTION  REGARDING  THIS  NOTICE,  PLEASE  CONTACT  THE  UNDERSIGNED  INSPECTOR  BETWEEN  THE  HOURS  OF 
8-9  AM  AND  4-5  PM,  450  McALLISTER  ST.,  ROOM  302,  SAN  FRANCISCO.  CA  94102,  (415)  558-4505  OR  558-5661. 


PLEASE  CALL  INSPECTOR  WHEN  CHECKED  ITEMS  ARE  CORRECTED 


I  346-80  &  6-82       ORD.  346-80  and  6-82 


HOUSING  INSPECTOR 


on*  c  to* 


■  '  -       '  ,  DEPARTMENT  OF  PUBLIC  WORKS 

OFFICE  HOURS:  BUREAU  OF  BUILDING  INSPECTION  PHONE: 

8  TO  9  A.M.  DIVISION  OF  APARTMENT  AND  HOTEL  INSPECTIONS  558  4505 

4  TO  5  P.M.  Room  202,  450  McAllister  558-5661 

San  Francisco,  California  94102-4583 


HEAT/HOT  WATER  NOTICE 

vs^H  location    1 3 Q  -  1 3  <r  - 


^  1  Ej  "    3  ^      block  )3(oLf  .or     3Q         CX  fOf 

IE  ABOVE  PREMISES  OWNED,  CONTROLLED  OR  OCCUPIED  BY  YOU  ARE  IN  VIOLATION  OF  THE  SAN  FRANCISCO  HOUSING  CODE, 
^D  YOU  ARE  HEREBY  ORDERED  TO  COMPLY  WITH  THE  FOLLOWING: 

j  |  1.  Provide  heat  to  each  occupied  habitable  room  for  13  hours  between  the  hours  of 
5:00  A.M.  and  11:00  A.M.  and  between  the  hours  of  3:00  P.M.  and  10:00  P.M.  capable 
of  maintaining  a  minimum  room  temperature  of  68  degrees  Fahrenheit  (20  degrees 
Centigrade). 

707.A  HC 

I  2.     Provide/repair/relocate  locking  or  non-tamperable  temperature-sensing  device  with 

a  +/-  1  Vi  degree  Fahrenheit  (.8  degree  Centigrade)  tolerance,  centrally  located 
within  the  building  in  a  habitable  room  to  which  heat  is  provided,  whether  occupied  or 
unoccupied  (not  to  be  located  in  manager  and/or  owner's  unit).  This  device  shall 
maintain  the  required  minimum  room  temperature  of  68  degrees  Fahrenheit  at  a 
point  three  feet  above  the  floor. 

707.A  HC 

3.     Install  a  timeclock  at  or  near  the  heating  source  to  control  the  heating  system. 

707.A  HC 

!  4.     Set  the  timeclock  to  provide  the  required  amount  and  hours  of  heat  (see  item  one). 

707.A  HC 

5.     Remotely  located  switches  which  override  the  timeclock  operation  are  prohibited. 

707.A  HC 

|      6.     Provide  showerheads  which  allow  no  more  than  a  3  gallon-per-minute  flow. 

Showerheads  of  the  ball-joint  type  that  cannot  easily  be  removed  from  the  wall  without 
structural  alteration  are  exempt  from  this  requirement. 

503.1.CHC 

|  |      7.     Provide,  to  the  apartment  house  or  hotel,  water  heated  to  a  minimum  temperature  of 

105  degrees  Fahrenheit  (41  degrees  Centigrade)  and  a  maximum  of  120  degrees 
Fahrenheit  (49  degrees  Centigrade)  at  the  hot  water  taps. 

503.1.CHC 

|  8.     Provide,  for  each  building,  4  gallons  of  hot  water  storage  capacity  per  guest  room 

and  8  gallons  of  hot  water  storage  capacity  per  dwelling  unit.  Storage  capacity/ 
recovery  rate  may  be  varied  as  long  as  compliance  with  current  ASHRAE  standards 
is  maintained. 

/  503.1.CHC 

IE  ABOVE  ORDERS  MUST  BE  COMPLIED  WITH  WITHIN  £=C      HAYS  FAILURE  TO  COMPLY  WITH  SEC.  707.A  HC  MAY  RESULT 

*1"HE  ISSUANCE  OF  A  CITATION  REQUIRING  COURT  APPEARANCE.  1 


\J  HOUSIN 


£>  A/ 


HOUSING  INSPECTOR 


San  Francisco  Department  of  Public  Works  Office:  <Tv>£?        A/V/>)'i 1 

Bureau  of  Building  Inspection  /  ~7~2- 

felephone:.gO  <_     /  O&O  < 

ELECTRICAL  INSPECTION  REPORT 

Address    /^-/c?^  -^^j/P  File  No  Li£  

Owner.   :   Electrical  Inspector: 

Date  of  Inspection     /    ^—TV    Building  Inspector:  _i 

The  items  checked  below  are  those  requiring  correction  in  accordance  with  San  Francisco  Electrical  Code,  and/or  Housing  Code,  and 
are  those  which  were  observed  during  inspection  and  do  not  include  violations  which  may  be  disclosed  as  work  progresses. 

Obtain  permit  before  starting  work. 

Based  on  the  following  report  it  is  required  that  the  violations  be  corrected  by  a  registered  electrical  contractor,  subject  to  permit  and 
inspection.  NO  ELECTRICAL  WORK  OF  ANY  KIND  SHALL  BE  PERFORMED  UNTIL  OR  UNLESS  A  BUILDING  PERMIT  HAS 
FIRST  BEEN  ISSUED.  

1 .    Hazardous  wiring  is  in  evidence  and  shall  be  removed  or  corrected  (EC  Sec.  3)  


Unapproved  portable  cords  are  fastened  to  the  building,  supplying  electricity  to  lights  and/or  plugs.  EC  Sec.  21,  36,  37d.  All 
portable  electrical  cords  and  associated  plugs,  switches,  etc.  shall  be  removed. 

3.  Fuses  being  used  in  branch  circuits  are  oversized.  EC  Sec.  37a,  37b,  37c,  37d.  Install  'Type  S"  non-tamperable  fuses  of 
proper  size. 

(4)    Lighting  fixturefs)  and  outlet(s)  &  ?  -ft*)  ta3)  (Improperly  installed!. 

(defective)  (missing).  EC  Sec.  4,37c.  Same  shall  be  (repaired)  (replaced)  (removed)  (or)  (and)  (outlet[s]  capped). 

5.    Every  room  with  running  water  shall  have  (a)  wall  switch(es)  to  control  lighting  outlets.  HC  505. 

Electrical  appliances  are  plugged  into  lighting  outlets  (in)  jar)  An  /  TTT-^/^A/iS*  Aa/2>  T^&Z^fs&VT""  EC  Sec.  37a, 
37b,  37c.  Remove  appliance  or  install  approved  plug  receptable  under  permit  and  inspection  by  this  Division. 

^)  The  main  electrical  service  is  lopsoiete)  {tod)  H"»"nmrfnH '(nrH)  (inadequate!  fand)  in  a  hazardous  condition.  Install  approved, 
enclosed,  "dead  front"  service  wiring-  and  equipment,  adequate  for  the  load  served  under  permit  and  inspection  by  this  division. 
EC  Sec.  4,  37c. 

8.  Open  bare  wiring  at  fuse  panel  boards  to  be  enclosed  "Dead  Front".  EC  Sec.  3. 

9.  Every  habitable  room  shall  have  at  least  one  (1)  electrical  plug  outlet  and  every  kitchen  shall  have  at  least  two  (2)  electrical 
plug  outlets.  HC  505.  Kitchen  plug  outlets  shall  be  wired  to  an  approved  "utility  circuit".  New  plugs  to  be  located  in  usable 
locations. 

10.  (Outlet)  (junction  box)  (panel)  cover(s)  (is)  (are)  missing  EC  Sec.  36, 

37.  Install  missing  cover(s). 

1 1 .  Provide  egress  lighting  as  per  Building  Inspector's  report. 

(Q  Inspection  of  ft=/<Z  f£>£L  \aS/4LL  Vty/£/Afc&~-  was  not  possible  at  the  time  of  inspection  and  further  investigation  may 
expose  items  requiring  maintenance  and/or  repair.  HC  308. 

The  items  of  correction  listed  herein  are  those  which  were  observed,  and  does  not  include  similar  violations  which  may  be  concealed 
and  become  evident  when  work  is  begun. 


APARTMENTS  AND  RESIDENTIAL  HOTELS 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 
RESIDENTIAL  ENERGY  INSPECTION  FORM 


(Please  Print) 


.  /  PROPERTY  AOORESS  / 

}S0 1  LaTDl.   


 OAV  PHONE—  7  ~ 


8WU)?NG:  (Ch«*  on«i  Condominium  Q  (No.  of  Units  )  Apt.  Bldg.       (No.  of  Unitsr^  ) 

(complete  the  following  as  applicable) 

Is  a  Demolition  Permit  Application  filed    yes  Q    no  |7k  If  so,  on  what  data   


Res.  Hotel  □  (No.  of  Units  J 


Was  building  built  after 


July  1,  1978    yes  Q    no  j^J    If  yes,  date  Permit  Application  was  filed. 


..  Permit  Application  No.. 


Reason  for  inspection:  (check  one)  Resale  |   |  Metering  Conversion  |   |  Major  alteration  Q   Complete  DAHI        RAP  I   |    Condominium  Conversion  |  | 
Is  there  an  Energy  Escrow  Account  set  up.  or  to  be  sot  up,  for  this  property?    yes  Q    no       If  yes.  Form  C  must  also  be  completed  and  filed. 
Basis  for  Expenditure:  (check  one)  Q  1%  of  Purchase  Price  from  Real  Estate  Sales  Contract  or 

1%  of  Assessed  Value  of  Building  (whichever  is  greater) 


PART  A  APARTMENTS  AND  RESIDENTIAL  HOTELS  (Completed  by  Inspector) 
ENERGY  CONSERVATION  MEASURES  (Please  check  below) 
•  ITEMS  CHECKED  "NO"  MUST  BE  CORRECTED  • 


I.  All  accessible  attic  space  above  living  area  is  Insulated  to  a 
minimum  resistance  value  of  R-19. 

EXEMPT,  A  -  Inaccessible  or  no  attic:  unable  to  Insulate  


YES  NO  N/A 


□  ran 


EXEMPT,  B  ■ 


Existing  insulation  is  R-1 1  or  greater 
throughout  90%  of  the  attic.  


2.  All  doors  leading  to  unheated  areas  are  weatherstripped  with 
approved  materials. 

EXEMPT.  A  -  Doors  are  fire  rated  


3.  a)  Hot  water  heaters  fitted  with  an  Insulation  blanket  or  material 
equal  to  R-6  or  greater 

EXEMPT,  A  -  Non-standard  shaped  tank  

EXEMPT,  B  -  Inaccessible  tank   

b)  First  four  feet  of  hot  water  pipe  Is  insulated  with  a  R~4 
insulation 

EXEMPT,  A  •  Water  pipe  inaccessible  or  too  dose  to 
hot  air  flue 

4.  All  accessible  shower  heads  or  low  flow  shower  heads 
that  reduce  water  flow  to  at  least  3  gallons  per 
minute. 

EXEMPT,  A  -  Unable  to  modify  shower  heads   


6.  Building  exterior:  caulking  and  sealing  of  all  major  Joints 
and  openings  to  the  exterior. 
EXEMPT,  A  -  Inaccessible  


□ 


□ 


□ 
□ 


□  ran 


□  □ 


6.  All  accessible  heating  and  cooling  ducts  and  plenums  in   

unheated  areas  are  Insulated  with  a  minimum  R-3  Insulation  Q  PQ  I— I 
EXEMPT.  A  -  Inaccessible   


7.  All  accessible  steam,  steam  condensate  and  recirculating 

hot  water  pipes  throughout  the  structure  are  insulated  to  a   

minimum  of  R~4  and  all  hot  water  tanks  to  a  minimum  R-6  value.      □  □ 

8.  Cleaning  and  tuning  of  boiler  certified  and  tagged  within  last     

five  years. 


9.  All  hot  water  steam  leaks  in  boiler.  Including  defective  steam 
traps  and  valves  repaired.  j  ]  j~| 


10.  Time  clock  control  of  burner  provided. 


□  □ 


PART  B  (Completed  by  Certified  Energy  Inspector) 

I  do  hereby  certify  that  I  have  conducted  the  above  inspection  and  that  to  the  best 
of  my  knowledge  and  belief  the  above  Information  Is  true  and  correct.  I  further 
certify  that  neither  I  nor  the  company  I  represent  have  any  financial  interest  in 
the  structure  inspected  or  In  the  sale  or  installation  of  any  energy  conservation 
measure  as  Identified  in  Part  C. 

SIGNATURE  Of  INSPECTOR  J   LO.  •  DATE  '  t~ 

PART  C  COMPLIANCE  CERTIFICATION  INSPECTION  (completed  by 
Certified  Energy  Inspector) 

I  do  hereby  certify  that  all  hems  have  been  complied  with  fully. 

Any  measures  not  corrected  because  limit  of  required  expenditure  was  met? 

YES  I   I    NoQ     If  yes,  which  numbers  not  done  


SIGNATURE  OF  INSPECTOR 


DATE 


PART  O  (To  be  completed  by  owner  or  authorized  agent) 

I  do  hereby  certify  that  the  person  whose  signature  appears  In  Part  C  conducted 
an  energy  compliance  inspection  on  the  residence  encaptioned  above. 


SIGNATURE  Of  PROPERTY  OWNER  OR  AUTHORIZED  AGENT 

PARTE  City  and  County  Use  Only 

ACCEPTED 


BY 
REJECTEE) 


NOTICE  TO  THE  OWNER 


AFTER  THE  INITIAL  INSPECTION,  you  must  file  this  form  within  16  days,  at  the  Apt- 
and  Hotel  Inspection  Division.  Rm.  302.  4E0  McAllister  St  (€4.00  Filing  Fee  Required).* 

AFTER  THE  COMPLIANCE  INSPECTION  is  properly  signed  (Part  C  and  Part  D),  proof 
of  compliance  shell  be  effected  by  returning  a  copy  of  the  completed  form  for  approval 
to  the  Apartment  and  Hotel  Inspection  Division,  Room  302,  450  McAllister  St. 
(S4.00  Filing  Fee  Required).* 

AFTER  BUREAU  APPROVAL  a  copy  of  the  approved  and  completed  form  shall  be 
recorded  by  you  (the  owner)  or  your  Authorized  Agent  with  the  San  Francisco 
County  Recorder's  Office,  prior  to  or  concurrent  with  transfer  of  Title. 

♦When  the  Energy  Inspection  Is  performed  by  the  Bureau  of  Building  Inspection 
as  part  of  a  Complete  Code  Compliance  Inspection,  the  Bureau  will  file  the  Inspection 
Report  for  the  owner  and  waive  the  Filing  Fee(s). 


»  /ECO.B.  82 


APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


Abatement-Appeals  Board 
,  1650  Mission  S&eet 
San  c rand sco.  OA  94 103 
"IW.  No.  558-6454 


Appellant 


Appeal  N 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1"  of  the  Building  Code,  Part  LT,  Chapter  I,  of  the  San  Francisco  Municipal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  Qty  and  County  of  San  Francisco,  on  — /  Z//7<g-  L3^L£. 


(2)  The  affected  premises  are  located  at  _ 
San  Francisco.  They  contain  ^ 


/3^>  ^W- 


dwelling  units  and     0     rooming  units. 


(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 


Extension  of  hearing  held  on  .lime  77  IQQn  mmp1PfP  w^t-l-  n^cc.ry 
for  bringing  said  building  to  code.  


(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  be 
modified  or  reversed  by  this  board. 

 Bv   reasons   of   the   tight    situation  of   the  housing  market    in   the  T.tfy   

 and  the  physical    conditions  of  my  f-^nantc    (ag*»c  75  F-  7^)  ; ' ar<a  a^'ng 

for  a  60  davs  extension.  


(Attach  additional  sheet(s}  if  necessary.) 

(5)  The  undersigned  is  the  owner/agent,  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above  . 

(6)  The  official  address  of  the  undersigned  is: 

1501  Lake  Street  ;  

 San    Frwicr^    PA   Qftllfi  _ 

:  TeL  No.  ^5~  Bg7'*9^& 


August  27,  1996  * 

Date  Filed 

File  Abatement  Appeals  Board  (AAE). 

MT«:cinn  ShwM-  6th  Floor.  San  Francisco,  CA  94103.  TeL  (415)  558-6454 


Signature  (Print  Name  Below) 
Mike  C.  Y.  Lew 


n  Francisco  Building  Code.  Section  203  (s)  provides  as  follows: 

'...The  Abatement  Appeals  8oard  shall  have  the  power  to  hear  and  decide  appeals  from  orders  of  abatement  after 
a  public  hearing  by  the  Director  of  Building  Inspection  made  pursuant  to  Sections  203  (f)  and  203  (I),  and  to  hear  direct 
appeals  as  set  forth  in  Section  203  (b). 

The  Abatement  Appeals  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  public  health,  safety  and 
welfare  are  secured  most  nearly  in  accordance  with  the  intent  and  purpose  of  this  code  and  the  Housing  Code. 

The  Abatement  Appeals  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director  is  not  reasonable 
in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential  property  is  in  non-compliance  with  this  code 
pursuant  to  Section  1 7299  and  24436.5  of  the  Revenue  and  Taxation  Code  of  the  State  of  California..." 

answer  the  following  questions.  Print  legibly. 

Your  relationship  to  the  property  involv^cT(owner^  owner's  agent,  contractor,  etc.): 

When  was  the  work  done?    >.  /-^     &L        ^  ,  

Who  did  the  work?        //<>  ^    £_£j*j±  :  

Were  you  or  the  present  owner  in  ownership  or  possession  when  work  was  performed?  If  no,  explain  (i.e.,  date  property 
purchased  and  approximate  time  when  work  was  performed):     £zk  cw?>^   ;  


What  was  the  extent  of  the  work  performed?  How  much  remains  to  be  done? 


What  is  your  occupation?  If  retired,  what  was  your  occupation?  If  you  are  a  co-owner,  list  all  other  co-owners  and  their 
occupations.     J^Qi/^  d.  *  £a  ,/  sf  M£j£/kjdL  &  '  '  


Do  you  own  other  properties  in  San  Francisco? 


If  yes,  do  any  of  these  properties  have  orders  of  abatement?   

Have  you  owned  property  in  San  Francisco  before?      Vm^1  S  - 


Were  you  aware  of  the  permit  requirements  for. this  work?     )/       S  3 


Was  one  of  your  employees  negligent  in  regard  to  this  permit  application? 

 /<  ~f  -  


What  other  permits  have  you  been  granted  by  the  City? 


What  other  facts  do  you  want  the  Board  to  consider? 


(Continue  on  the  back  of  this  sheet  rt  you  need  more  space.) 
tunder  penalty  of  perjury  and  the  laws  of  the  State  of  California  that  the  foregoing  is  true  and  correct. 

:ipleted:    Signature:   .   


Print  Name: 


Mi  t-P  <A/  ' 


0  {l/  ^1  // 

i-funn)  Title  (owner,  contractor,  etc.):  r 


181  -  ASSESSOR  BLOCK/LOT  QUERY 


09/19/96  15:36 


BLOCK:  1364  LOT:  030      SITUS  ADDRESS:  138  05TH  AV 

APN  00/1364/  /030/ 

!  OWNER  NAME:  LEW  MIKE  C  Y  &  DEBORAH  M  &  AS  OP: 
MAILING  ADDR:  LEW  MIKE  C  Y  SOURCE: 

1501  LAKE  ST 

SAN  PRANCISCO  CA 

94118 


RECORDATION  DATE:  YEAR  BUILT:  ZONE: 

PULL  VALUE-  LAND: 
IMPS-STRUCT: 
IMPS-PIXT: 
PERS-PROP: 

EXEMPTIONS-HOMEOWNER: 

OTHER:  WPE: 

NET  VALUE: 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
DEPARTMENT  OF  PUBLIC  WORKS 
CENTRAL  PERMIT  BUREAU 


GENERAL 

RECEIPT 

no.92797 


RECEIVED  FROM 

r 


L 


if  h  C 


c 


A 


n 


PAYMENT  RECEIVED  FOR  THE  ITEMS  INDICATED: 


NUMBER 

//  ;■■  ,\  " 

DESCRIPTION 

,        ,.  / 

.      .,•       V       w.  ,,  -7       -•/         <■   u  / 

AMOUN 

T 

r 

-       /'•■■  v    /        ''                 •    -'6  •-    .-'  J 

r  ? 

CENTRAL  PERMIT  BUREAU 

ACCOUNTING  _  /4*-<&%*f 


ABATEMENT  APPEALS  ABOARD  CASE  #6621 


Summary  Sheet 


Address:  219-221  Precita  Avenue 

Violation: 

Illegal  ground  floor  unit,  creating  illegal  floor  of 
occupancy,  lack  of  fire  fireproofing,  required 
ventilation,  heating  in  illegal  unit.  Security, 
electrical,  and  plumbing  report  for  entire 
building.  Seismic  upgrading,  extra  unit  needs 
to  be  accessible. 

Life  Hazards: 

Lack  of  fireproofing,  heating,  security, 
electrical,  exits. 

Basis  of  Appeal: 

Owner  contends  unit  removed  all  all  work 
completed  under  PA  9420054  for  repair  of  fire 
damage,  completed  All  work  completed  under 
PA  9420054,  completed  June  21 ,  1995. 

Action  Requested: 

Revoke  Order  of  Abatement  No.  2841  -A. 

Staff 

Recommendation: 

(P:\summsht.aab) 


ADDRESS  <2jR  -r" 
Bldg.Type  ifTo) 
Legal  Stories  3. 


HIS  CASE  HISTORY  AND  ACTION 

BLOCK. 


LOT 


.Occupancy  Inspector, 

Floors  Z2L     Units  3*^ 


Present  Stories  3 


 /  FloonS  3  ; 


Initial  Inspection  Date 
PERMIT  TRACKING. 
Building  PA#  c£ifbLXlO^ 
Electrical    


_Units_ 
-Type_ 


_Guest  Rooms  (T)  (R)_ 
"Guest  Rooms  (T)  (R). 
_Inspector  


_Other_ 
Other 


_FELED/ISS1 
Plumbing 


37EXP 


Date 


LIFE  HAZARDS: 

Item:   Plumbing/Electrical 

 Stairs  need  rebuilding/structural  weakness 

 Other  ___„  


Fi  reproofi  ng/S  prinkl  ers/Al  arm 
Egress  -  - 


OTHEjR  VK)J 


ONS:  Maintenance 


iance   


Floors/Units 


Reinspection  prior  to  Director's  Heating 
Inspector's  Recommendation  to  Director 

Aft?  r^r*ptMtxfe&~  •  AA> 


(Date):  Zi.ri(\yyh    Posting  Date 


Time: 


Continue  case  for  30  Days:  _ 

Refer  to  FTB  -  Yes  No 

Director's  Hearing  Date  


Issue  O  of  A: 


Decision  /  J^/^&y  QZ^&<***^ie*~f~ / J"*?  <^£q£7 
6  t/uai&L  %<4**<{<r^  


CASE  HISTORY 


NO.     DATE           REMARKS                                                                              INSP  TIME 
/      r                                        _  - 

l. 

2. 

J?* 

V  /  ; 

3. 

X. 

• 

5. 

6. 

fi 

7. 

«. 

9. 

\ 

V  ! 

§6  -  ADDRESS  CROSS  REFERENCE  QUERY 


STREET 
[RECITA 

RECITA 
RECITA 


RECITA 
RECITA 
RECITA 

RECITA 


---ADDRESS- 
NAME 


SFX  NO. 

AV  219 


UNIT 


AV 
AV 


AV 
AV 
AV 


220 
221 


221A 

222 

223 


AV     22  5 


Active  Appls  Only? 
BLOCK/LOT       APPL.  NO. 


5501  /015 

5517  /080 
5501  /015 


5501  /015 

5517  /080 

5501  /014 

5501  /014 


8404107 
9420054 
9204079 
8404107 
8908338 
8923166 
9420054 
9420054 
9106002 
9022212 
9308250 
9022212 
9314477 
9318518 
9318523 


09/25/96 

(Y/N) :  N 

FORM  FILED 
3  04/18/84 
3  12/06/94 
8  03/16/92 
3  04/18/84 
3  05/15/89 
8  11/30/89 
3  12/06/94 
3  12/06/94 
8  04/10/91 
8  10/26/90 
8  05/18/93 
8  10/26/90 
8  08/24/93 
8  10/21/93 
8  10/21/93 


14  : 19 

DISP 
CO 
CO 
CO 
CO 
CO 
CO 
CO 
CO 
CO 
CO 
CO 
CO 
EX 
CO 
EX 


MORE  APPLICATIONS   -  CONTINUE  WITH  DISPLAY  ?    (Y/N) : 


09   -  APPLICATION  PLAN  CHECK  HISTORY  QUERY  09/25/96  14:20 

PPL#:    8404109         REV# :  FORM:    8  FILED:    04/18/84  DISPOSITION:  EX-EXPIRED 


ST 


UNIT:  0000 


ADDR1:    2215     NORTH  POINT 
DESC  CODE: 

EXTERIOR  VINYL  SIDING 
NOTIFY:  PHONE: 
EST  COST:  3,9  50     REV  COST: 

REVISION  DATA:      LAST  REV# :  DATE  RECEIVED: 

SENT  BY:  COMMENTS: 
SUB/   PLAN     LOG  LOG  START  IN 

TAT I ON     INIT  SET#        TO  IN  WORK  HOLD 

O  STATION  ACTIVITY 


SER/PAR: 


WC  EXP 
CITY-INSTIG 
REQUESTED  BY 


OUT 
HOLD 


LOG 
OUT 


COMM 
CODE 


09   -  APPLICATION  PLAN  CHECK  HISTORY  QUERY  09/25/96  14:20 

PPL#:    9420054  REV# :  FORM:    3  FILED:    12/06/94  DISPOSITION:  CO-COMPLETED 

ADDR1:      219     PRECITA  AV  UNIT:    0000  SER/PAR:  S 

DESC  CODE: 

FIRE  REPAIR 

NOTIFY:    CENCO  PHONE:    (415)871-8787  WC  EXP: 

EST  COST:  85,000     REV  COST:  CITY-INSTIG: 

REVISION  DATA:      LAST  REV# :    02     DATE  RECEIVED:    01/20/95     REQUESTED  BY:  BID-INSP 
SENT  BY:    CNT  COMMENTS:  PLANS 


SUB/ 

PLAN 

LOG 

LOG           START  IN 

OUT 

LOG 

COMM 

j  TAT I ON 

INIT 

SET# 

-  TO 

IN             WORK  HOLD 

HOLD 

OUT 

CODE 

Bhi 

CMT 

0 

12/06/94 

12/06/94  12/06/94 

12/06/94 

AA 

COMMENT : 

LOG  OUT /NO  WORK  DONE; 

TD-INSP 

16 

0 

12/06/94 

12/08/94  12/08/94 

01/23/95 

:>AHI 

RP 

0 

01/23/95 

01/24/95  01/24/95 

01/27/95 

■'PB 

0 

01/27/95 

01/31/95  01/31/95 

DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  AAB/FTB  HEARING 


September  20,  1996 


Nature  of  Appeal: 


[x] 


Director's  Order 


Appellant's  Name  &  Mailing  Address: 


[] 


Franchise  Tax  Board  Notices 


[] 


Other 


John  M.  Williams 

601  GrenfallRd. 

Palm  Springs,  CA  92264 


PROPERTY  ADDRESS  219-221  Precita  Ave. 


BLOCK  5501 


LOT  015 


APPEAL  NO.    6621    Source  Code  JDI0 


INSPECTOR    Robert  Noelke 


Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  file  with  the  Abatement  Appeals  Board  on 
September  19.  1996.  will  be  heard  by  the  Board  at  3:00  p.m.  on  Octonber  2.  1996.  Wednesday,  in 
Room  428,  War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals  Board  staff  of  the 
Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103  or  call 
(415)  558-6454.  Please  bring  any  documents  and  information  that  may  support  your  appeal  such  as  contracts, 
permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial  of  this 
appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring  witnesses  to  provide 
testimony. 


Very  truly  yours, 


William  Wong,  Secretary 
Abatement  Appeals  Board 


Original  Notice  of  Hearing  is  sent  to  Appellant . 


cc:  Owner  of  Record,  Complaint,  and  Building  Occupants 


[p:tds\aab-hrg.l096] 


(415)  558-6454  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


August 


17, 1996 


WILLIAMS  JOHN  M 
601  GRENFALL  RD 


Owner 


Property  Address:  219  PRECITA  AV,  0000 
Block:  5501         Lot:  015  Seq:  01 

Tract:  252         Case:  DI0 
Complaint:  34675 


PALM  SPRINGS  CA 
,  92264 


Inspector:  Dicks 

ORDER  OF  ABATEMENT  UNDER  SAN  FRANCISCO  BUILDING  CODE  SECTION  102-102. 18.5  ORDER  NO.  2841-A 


HEARING  OF  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION  AGAINST 
THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  April     18,1996        IN  ACCORDANCE 
WITH  THE  SAN  FRANCISCO  BUILDING  CODE  SECTION  102.  THE  HEARING  WAS  CONDUCTED  BY  A 
REPRESENTATIVE  OF  THE  DIRECTOR.  THE  OWNER  WAS  REPRESENTED.   


BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS  AND 
DETERMINES  AS  FOLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF  DIRECTOR,  AND  MORE 
THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF 
BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE  UNDER  THE  TERMS  OF 
THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 

THE  DIRECTOR  HEREBY  ORDERS  THAT  WITHIN  30    DAYS  OF  THE  DATE  OF  THIS  ORDER,  THE  OWNER  OR  HIS 
REPRESENTATIVE  SHALL  HAVE  ISSUED  TO  HIM  A  PERMIT  TO  COMPLETE  THE  WORK  NECESSARY  TO  BRING 
SAID  BUILDING  INTO  CONFORMANCE  WITH  THE  SAN  FRANCISCO  BUILDING  CODE  AND  REIMBURSE  THE 
DEPARTMENT  OF  BUILDING  INSPECTION  FOR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND 
FUTURE  NOTICES.  THE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

APPEAL:  PURSUANT  TO  SECTION  102.9  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY  BE 
APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.  APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED 
FROM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST.,  6TH  FL.,  SAN  FRANCISCO,  CA  94103,  (558- 
6454),  AND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN  (10)  DAYS  OF  THE  POSTING 
AND  SERVICE  OF  THIS  ORDER. 

RECOMMENDED  BY:  VERY  TRULY  YOURS, 


Lesley  Stansfield 

Chief  of  Housing  Inspection  Services 
Phone  No.  (415)  558-6220     FAX  No. 
(I:\appls\permit\reports\ooaform2) 


(415)  558-6249 


FRANK  Y.  CfflU,  DIRECTOR 
DEPARTMENT  OF  BUILDING  INSPECTION 


u»parxmenc  of  Public  Works 
Bureau  of  Building  Inspection 
Dfvieion  of  Apartment  and  Hotel 

Inspection 
450  McAllister  Street,  Room  302 
san  Francisco,  California  94102 


NOTICE  OF  VIOLATION 

HOUSI^TO^P^JSSS^P1^  C0DES  RENDERING 
AM  244?6  ihW^^J^*  SECTIONS  17299(b)(2) 
AND  24436.5(b)(2),  REVENUE  AND  TAXATION  CODE) 


Date,  *>*>j/5&£ 


TO :  /^4^/<f.  j 


Address:   2Y<?  -2/  /k&d/TA  A/- 
Assessor's  Block  S~S~V J     Lot  /_j 
861  Complaint  #   


Inspection  Date;  /^€>,  ^-,/9<f^/ 
Kousin.q . 

Inspector:  rZ^/l^  • 

Phone:     558-4505    or  558-s66l 


AW  iUrIs?^^1^^8!;^8?^'  ^         OTHER  PERSONS  HAVING 
C^TfoflL'Kl^f  DESCRIBED  PROPERTY  LOCATED  IN  THE  CITY  AND 

the  abovYa^LI^L^"0?  that  0n  ?he  ^paction  date  shown  above, 
Bureau^f  rXiJw dTPreralffs   **8   inspected  by  inspectors  of  the 
a  resul?  n? H  '  ?g  InsP?ction  of  the  Department  of  Public  Works,  As 
in  the  nre^Sc  ^nsPection.  numerous  conditions  were  found  tflxis? 

report Shed"3 to^LPa^^^^ly,d?8cribed  in  the  Inspection 
maintainid  fn  ° '  ?he  n?tice  of  violation  mailed  to  the  owner, 

safety  or  buildi™  aUng;  among  other  things,  with  health, 

has  determined  a^'de?f«rl  ?°Lthl8  lnsPection,  tfie  Superintendent 

M  and  declares  these  premises,  to  be  substandard  housing. 

WARNING 

provlderfieTyP^  ?^-5  °f  the  Revenue  and  Taxation  Code 
hous ing ' de?eminea  bv  thl  T« ********        derives  rental  income  from 
by  reason  of ^K?f,.?y     r  locaL  re6ulatory  agency  to  be  substandard 
saf"y  ov  build?nf  oannLSSa5e  °V°Cal  C°de8  d*alin8  wlth  h"Uh, 
bank  and  corpora?!* iSS!  ^"5^*5°?  StaSe  P«"onal  income  tax  and 
or  taxes  S238SKi,i2  °  d^duCti°ns  for  interest,  depreciation 


M-C421  NOV  -  A  - 


1 


San  Francisco  Department  of  Public  Works 


.  <nL.nn     ________E__    ffe^  '^4'  j4l/ '  DIVISION  OF  APARTMENT  HOUSE 


BUREAU  OF  BUILDING  INSPECTION 

OAH-26B  01-81 

   DIVISION  OF  APARTMENT  HOUSE 

r?    Ziyis'  ^  ANDj HOTEL  INSPECTION  REPORT 

Prepares  /^g,.  ,  ■      /       Owner  CV^)/  /? <  ZEZj&,  f^^- 

Address 

The  followinj  items  that  are  circled  require  correction  In  accordance/ftth  jKes/  Francisco  Housing  Code  and/or  other  applicable  Codes  and  Ordinances:  ^_L- 

1.  Repair/replace  broken  sidewalk/paving  at  front/rear/side  (see  sidewalk  Inspector's  report)   747  PW 

2.  Remove  all  rubbish  from  yard/court/basement/cellar  402-1006  HC 

3.  Raise  foundation  and  replace  deteriorated  materials  by  approved  method  at   403  HC 

and/or  lower  grade  ^ 

4.  Install  approved  type  floor/deck,  yard  drain  at   402-507  HC 

5.  Provide  gas  service  shutoff  in   ^^IIII^IZZZZZZZZZZZZZZZ-^  409  H'' 

6.  Ratproof  ground  area  in  basement/cellar/under  stairs  g2  DPH-402  HC 

7.  Eliminate  rodent  and/or  cockroach  infestation  on  premises  ;  402  HC 

8.  Clean  and  maintain  hotel  room<s)  dwelling  unit(s)  at    in  a  sanitary  manner  402  HC 

9.  Provide  legal  ventilation  for  furnace  room/water  heater  space/garage/under  floor  area/gas  meters   402-702  HC 

n    ^S^/fire.Pr0°!**ie^/rear  yard  10  street  Passageway/basement  ceiling  with  approved  fire  rated  materials  414  HC 

<f£)  Provide  fire  sprinkler  system  i/i^M^f^M^^^S^^torage  area  in__^Ss^q^____^4o5  HC 

13.  Enclose  stairs  to  basement/cellar  with  approved  materials  and  self-closing  doors      ■         plans  req'd   803  HC 

14-  Eliminate  paint/hazardous   storage  in  411-705  HC 

<T5)  Provide  approved  type  flues,fe>£*a«*-*for  gas  appliances  in  (Hfartt  M&tT&e  /*5yr~\  •  Am  HC 

^SSSSS^S!^  st_Tay-  Provide  handrails — ^^trtw  .  _Zg  M^jS^—WU^802  HC 

(VT)  ^Sa^^iiif^rwindovi  Repair  sash  and  reputtyTCheck  &  repair  hardware  402-408  HC 

18.  Repair  stucco/siding  on  RenaM  and  paint  exterior/trim  408  HC 

19.  Replace/repair  roofing.  Provide/repair  roof  gutters  for  drainage  and  connect  to  sewer   402-408  HC 

20.  Remove/rebuild/fireproof  roof  deck.  Provide/replace  defective  chimney/flue  caps   40^.71?  HC 

21.  Provide/repair/replace/fireproof  stair  penthouse  door/closer.  Install  railing  around  ventshaft  412-805  HC 

22.  Provide  stairway/scuttle  hole  from  public  hallway/stair  to  roof  in  approved  location  805  HC 

23.  Provide  approved  means  of  ventilation  for  stairway/public  halls/elevator  shaft   502-808  HC 

24.  Enclose  interior  stairway(s)  in  an  approved  manner  or  comply  with  item  25  807  HC 

25.  Provide  complete  fire  sprinkler  system  in  all  public  halls,  corridors,  stairways  per  plan   807  HC 

26.  Install  approved  type  fire  doors/closers  to  basement/main  stair  enclosure   803-806  HC 

27.  Provide  stairway/fire  escape  for  second  means  of  egress   pians  req'd  801  HC 

28.  Provide  corridor  to  fire  escape  at  front/rear/side  and  install  directional  signs  801  HC 

29.  Provide  approved  type,  ladder/stair  from  lowest  fire,  escape  balcony  to  ground  80i  HC 

30.  Provide  approved  type  fire  extinguishers  in  public  halls  at  each  floor  and  in  904  ur 

31.  Remove  or  raise  all  wires,  ropes,  etc.  8  feet  above  roof   ~A  1Q  FC 

32.  Install  approved  type  fire  alarm  system  as  directed.  Close  transom  openings  in  public  hall(s)  in 

approved  manner  -502-901  HC 


_l  Repair/replace  loose  and  missing  plaster  in         S>feT Gfl/jfa;  £&f/L//\4L  .  

34.  Remove  lot  line  windows,  close  opening  in  an  approved  manne/f    )    1    \  wall  ~         TARIFF  A  rc 

35.  Install  wet/dry  standpipe  as  directed  by  Fire  Dept.  one  ur 

36.  Provide  a  bath,  lavatory,  and  water  closet  within  each  apartment    Arn  HC 

37.  Provide  additional  bath(s)/lavatory(ies)  on  floor(s1  cm  Hr 

38.  Provide  additional  water  closet(s)  on   floorfsl  °rn  wr 

39^  Water-proof  bath/water  closet  compartment  floor(s)  on      floors  with  approved  material(s)     508  HC 

<2p  Provide  legal  light  and  ventilation  for  __£_Z_______f/  /5/H^=*l  tef^ cd&LZU  _402-501  HC 

41.  Remove  torn,  worn,  insanitary  floor  covering  in  ^.l  Hq 

(42)  Provide  approved  type  heating  facilities  for  e«^»»_^am-/dwelling  unit  /A/ /Z/te^H/^y?  .  im  HC 

43.  Provide  separation  where  water  closet  compartment  opens  into  kitchen  in   503  1D  HC 

44.  Discontinue  use  and  remove  cooking  facilities  in  illegal  community  kitchen  on   503*18  HC 

45.  Remove  and  cap  gas  lines  for  stove/heater  in   .  at  source  of  suddIv  _m  HC 

(46J  Submit  plan  of  each  floor,  showing  correction  of  all  items  listed  hereon  30,  BC 

47.  Clean/paper  or  paint  walls  and  ceilings  in  *  10Q1  HC 

48.  Provide/replace  garbage  receptacles,  provide  tight-fitting  covers   1004  HC 

49.  Remove  cord  wiring  and  install  one  plug  receptacle  in  each  room  and  2  in  the  kitchen(s)  .  "405-505  HC 

50.  Remove/repair/and/or  replace  deteriorated/substandard   ART  4  HC 

Fireproof  public  halls  and  soffit  of  stairs  with  approved  1  hour  fire  resistive  materials  details  req'd  701  HC 

Fireproof  entire  building  with  approved  1  hour  fire  resistive  materials  plans  req'd  7Q1  HC 

Provide  1  hour  fire  separation  between  business  use  and  residential  use  ~  ...  ur 

Remove  closet  under  stairs  at  1      /_•  ~  M  ^ 

o_„  •  /      _        -  ■  or  close/fire  protect  802  D  HC 

Repair/provide  retaining  wall  at  -   ____^_/__/plans  re  "d   i  n  r 

Provide  and  maintain   __g  _  usab|e  off  street  parking driveway  ________J36  PC 


l^/VV,  .  /       .  .  BUILDING  INSPECTOR 

ipunyty  fr/tf,  £T74<*&&  6<eB4r/L/ry  Sr> 


sr 


San  Eraneisco  Depart'menr'of  Public  Works 
Bureau  of  Building  Inspection 


Office  Hours:  8  to  8:30  AM  -  4  to  5  PM 


OfEce: 
Telephone : 


Address. 


PLUMBING  INSPECTION  REPORT 

-^~_J±IC_L2^  ^  FileReportNo 


 rf7  ZI  Plumbing  Inspector:  ^^^>fV^_^ 


Inspected  on:^_ 
PLUMBING 

  L  ^r/rCPla«  defeCtivc  '~PS.  rt*«  "wer  piping,  vent  piping,  roof  leader,  air  inlet  cover,  plumbing  fix. 

  2.  Provide  waste/vent  piping./fittings  of  proper  size,  material. 

  3.  Extend  fixture  vents  to  the  roof. 

  4.  Properly  secure,  grade,  cap  waste/sewer  pipe  lines. 

  5.  Properly  connect  roof  leader(s)  to  sewer. 

  6.  Provide  sewer  trap  and  fresh  air  inlet, 

  7.  Provide  required  area  drain. 

  8.  Provide  trap  to  serve  fixture. 

WATER 

.11.  Install  approved  water  d  im  servir.  v=!«.  •    .  r  ~u,l-c- 


1 1    Tn<t«ii  1  ■  -Wwxuug  piping  and  cap  at  sour 

 11.  Install  approved  water  pipe  service  valve,  fittings,  air  chambers. 

GAS 

 18.  Suggested  improvements. 

Location  and  extent  of  items  checked  above: 

 ^-^^ 


^^^^^^^^ 


Please  contact  thc  inspector  who  prepared  this  n™rt  it 

PLUMBING  "Jcung. 


San  Francisco  Department  of  Public  Works 
Bureau  of  Building  Inspection 


Office: 


Telephone:. 

ELECTRICAL  INSPECTION  REPORT 

Address    Xl  7,  W   j££&Qf  JA 

 C     3    ]  '   ■  Filej 

Owner     S  /  /_Z  l'/^-A/        P  fZ-]~J~/S 


Date  of  Inspection. 


A. 


Electrical  Inspector: 
Building  Inspector: 


It 


7*-* — 


1.    Hazardous  wiring  is  in  evidence  and  shall  be  removed  or  corrected  (EC  Sec.  3). 


3-   ^  EC3ec.37,  3,,  37c.  37d. 

4.    Lighting  fixture(s)  and  outlet(s) 

'mi'""3,' K  ** 4'  ^^^^^^ 

V  Every  room  with  running  water  shall  have  (a)  wall  switch(es)  to  control  lighting  outlets.  HC505, 
6.    *W  appliances  „,  p,„g„d  ,„,„  ^ 

37o.  3,c.  apphance  or  install  appro,,.  B,„g  ^  ^  ^  ^  ^  ^      _,  EC  Sec  37, 

*    Open  bare  wiring  at  fuse  pane,  boards  to  be  enc.osed  "Dead  Front".  EC  Sec.  3. 


10'    37UJnSt,a.?UnCt-0n  b°X)  (Pane,)  CWer(s'  (is>  missing 

o/.  Install  missing  cover(s).  -  


Provide  egress  lighting  as  per  Building  Inspector's  report. 


EC  Sec.  36, 


12.    Inspection  of . 


expose  items  reouiTm,  maintenance  ,nu/o,  repair.  HcToT  "  **  "™  <*  '"»•»«>»  -  <«»r  investigation  may 


EL-65.01-71 


DEPARTMENT  OF  PUBLIC  WORKS 
BUREAU  OF  BUILDING  INSPECTIONS 
DIVISION  OF  APARTMENT  AND  HOTEL  INSPECTIONS 

SECURITY  ORDINANCE  CHECKLIST 

L0CATI0N  -  WhM.  fifee&tJks  date 


2-  /~ 7  P 


S  t0r  rear  or  secondary  doors  of  the  following 


units: 


3-     ?}Zf   135°  viewer 


i^^^^Z^TZ^  0f^^-n8  unite 


4'  /-/  Ss^eh^ 

reinforced  iW^^u^jg-^^jj^^^^ 


-covered,  replaced  oi 


the  following  unit"  11<W  C°re  °r  Panel  e^ry  doors  to 


6-     /    /  Slidi 


bliding  glass  doors  must  be  fitt^H  w<t-». 


7  •    /    /  Provid 


Provide  deadlatch  locks  wich 

following  exit  doors:      With  minimum  one-half  inch  throw  for  the 


8-    CSJ   The  following  exterior  doors/ 
devices 


9  •     /    7  OTHER 


provided  with  self-closing 



Replacement  glazing  must  meet-  079  ~ 

t"*      8u«  2  Si  "2  s"i«"28 Si*"irfs*£"y" ot  b° 

/.    /    This  is  only  a  narMai   i -1 

the  public  areas.     If  you'des're'a  7^ ^?°^S  Uems  ac<^sible  from 
for  the  building,  plea^contact  the  uSdersi'^H  f  ^^ts 
Inspection.  cne  un<lersigned  inspector  for  an 

This  is  a  complete  Hat- 

Ordinance  #34?-80  arid  #6-82  ^  C°mply  With  the  new  Security 

San  Francisco,  CA.  central  Permit  Bureau  at  450  McAllister  St7, 


DAH  346-80-A 


INSPECTOR  

Revised  2/16/82 


APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO     L^-^  ^  g£g? 


AbaiementAopeals  6oaro 
,  .  1650  Mission  Street 
San  r rand sco.  CA  94 103 
IhL  No.  558-6454 


DIRECTOR'S  ORDER 


John  M.  Williams 


Appeal  Number 


(pip  -X\ 


Appellant 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1  of  the  Building  Code,  Part  H,  Chapter  I,  of  the  San  Francisco  Municipal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  City  and  County  of  San  Francisco,  on    April  18,  1996  .  . 

•  i         j    i  219-221  Precita  Avenue 

(2)  The  affected  premises  are  located,  at 


San  Francisco.  They  contain  two  (2r      dwelling  units  and   rooming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 

together  with  any  material  facts  relating  thereto. 

See  Attachment  "A"   


(4)  State  the  relief  vou  need,  and  reasons  why  you  claim  the  appealed  action  should  be 

modified  or  reversed  by  this  board. 

See  Attachment  "B" 


(Attach  additional  sheet(s>  if  necessary.) 

(5)  The  undersigned  is  the  owner/ agent,  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above  QWner-  .   ■ 

(6)  The  official  address  of  the  undersigned,  is: 

601  Grenfall  Road 


Palm  Springs,  CA  92264  

~~ ~~~~     TeL  No.  619/327-1408 


/September  11,  1996      *  (j^Li  ^ C\) ^  JAcouAjG 

Date  Filed  Signature  (Print  Name  Below) 

John  M.  Williams 


File  Abatement  Appeals  Board  (AAB). 


;ah  Francisco  Building  Code.  Section  203  (s)  provides  as  follows: 

"  "...The  Abatement  Appeals  Board  shall  have  the  power  to  hear  and  decide  appeals  from  orders  of  abatement  after 
a  public  hearing  by  the  Director  of  Building  Inspection  made  pursuant  to  Sections  203  (0  and  203  (I),  and  to  hear  direct 
appeals  as  set  forth  in  Section  203  (b). 

The  Abatement  Appeals  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  public  health,  safety  and 
welfare  are  secured  most  nearly  in  accordance  with  the  intent  and  purpose  of  this  code  and  the  HousinqCodX  

The  Abatement  Appeals  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director  is  not  reasonable 
in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential  property  is  in  non-compliance  with  this  code 
pursuant  to  Section  17299  and  24436.5  of  the  Revenue  and  Taxation  Code  of  the  State  of  California...- 

I  answer  the  following  questions.  Print  legibly. 

Your  relationship  to  the  property  involved  (owner,  owner's  agent,  contractor,  etc.): 
Owner 

When  was  the  work  done?  S>ign  off:     6/21/95  on  new  permit  for  rebuild  after  1994  fire 
Who  did  the  work?     Cenco  Construction  , 


Were  you  or  the  present  owner  in  ownership  or  possession  when  work  was  performed?  If  no.  explain  (i  e  date  property 
purchased  and  approximate  time  when  work  was  performed):     Yes  .    1 


What  was  the  extent  of  the  work  performed?  How  much  remains  to  be  done? 

Building  was  rebuild  after  extensive  fire  damage.  All  work  has  been  completed  and  signed  o 
Pupations:  W^o^t  QM&g^^  ll^s^Wo^  °^  ~  ** 


Do  you  own  other  properties  in  San  Francisco? 


No 


If  yes.  do  any  of  these  properties  have  orders  of  abatement? 
Have  you  owned  property  in  San  Francisco  before?  Yes 


Were  you  aware  of  the  permit  requirements  for  this  work?    Not  the  old  1984  permit  as  stated  in  Attachment  A 

However,  the  1994  permit  was  clearly  explained. 


Was  one  of  your  employees  negligent  in  regard  to  this  permit  application? 


What  other  permits  have  you  been  granted  by  the  City?   Roof  Permits 


What  other  facts  do  you  want  the  Board  to  consider?  No  other  facts  should  be  required.     Now  that  the 
Board  is  fully  aware  of  the  new  permit  and  subsequent  inspections,  the  Board  will  undeEStand 
that  this  abatement  is  completely  unnecessary.  :  


(Continue  on  the  back  of  this  sheet  rf  you  need  more  space.) 

Ejnder  penalty  of  perjury  and  the  laws  of  the  State  of  California  that  the  foregoing  is  true  and  correct. 

►P'eted:    September  10,  1996   Signature:  <C^L  ^cjJX^^r 

ySohxi  M.  Williams 

 ■  .   Print  Name/ 


,,cm)  Title  (owner,  contractor,  etc.):  Qwner 


John  M.  Williams 

601  Grenfall  Road 


Palm  Springs,  CA  92264 


(619)  327-1408 


September  10,  1996 

VIA  FEDERAL  EXPRESS 

Abatement  Appeals  Board 
1660  Mission  Street 
San  Francisco,  CA  94103 
Attention:  Robert  Noelke 

Re:     219-221  Precita  Avenue,  San  Francisco,  Appeal  No.  34675 

Dear  Mr.  Noelke: 

Pursuant  to  the  Order  of  Abatement  under  Code  Section  1 02- 1 02. 1 8 .5,  Order  No.  2841  -A 
received  on  August  30,  1996  (although  dated  August  17,  1996),  I  requested  the 
necessary  appeal  documents  as  indicated  in  the  letter  signed  by  Mr.  Frank  Y.  Chiu.  The 
forms  were  received  by  U.S.  Mail  yesterday,  September  9.  1996. 

Accordingly,  enclosed  please  find  the  following  documents: 

1.      Appeal  to  the  Abatement  Appeals  Board  of  the  City  and  County  of  San 


2.  Attachment  "A"; 

3.  Attachment  "B;"  and 

4.  Filing  fee  in  the  amount  of  $57.00. 
Should  you  have  any  questions,  please  contact  me. 
Very  truly  yours, 


cc:     Frank  Y.  Chiu,  Director  (w/o  enclosures)  (via  U.S.  Mail) 

Lesley  Stansfield,  Chief  of  Housing  Inspection  Services  (w/o  enclosures) 
(via  U.S.  Mail) 


Francisco; 


State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed 
from,  together  with  any  material  facts  relating  issues. 

On  or  about  the  April  1,  1996,  I  received  the  attached  "Notice  of  Director's 
Hearing"  relating  to  an  outstanding  permit  application  (copy  attached)  on  the 
property  that  I  own  at  219-221  Precita  Avenue  in  San  Francisco.  THE 
PERMIT  WAS  DATED  FEBRUARY  2,  1984,  A  FULL  TWO  YEARS 
BEFORE  I  EVEN  BOUGHT  THE  PROPERTY  IN  1986.  I  was  never  made 
aware  of  this  outstanding  permit  application  during  the  purchase  of  the 
property  or  any  time  thereafter. 

As  I  was  most  distressed  by  the  receipt  of  this  notice,.  I  immediately 
purchased  at  great  expense  a  ticket  to  San  Francisco  to  attend  this  hearing. 

At  the  hearing,  I  stated  that  this  permit  pre-dated  my  ownership.  I  also 
provided  copies  of  a  recent  building  permit  issued  to  repair  significant  fire 
damage  that  the  building  sustained  in  1994.  This  building  has  been 
inspected  and  re-inspected  many  times  during  the  rebuild  process. 

Attached  to  this  "Appeal  to  the  Abatement  Appeals  Board  of  the  City  and 
County  of  San  Francisco"  are  copies  of  the  approved  "Application  for 
Building  Permit,"  the  approved  "Application/Permit  to  Install  Plumbing,  and 
Mechanical,"  and  the  "Job  Card"  clearly  showing  final  sign-off  on  the 
electrical  and  plumbing,  and  the  final  building  permit  sign-off  on  June  6, 
1995. 

In  conclusion,  due  to  the  devastating  fire  the  building  sustained  in  1994,  a 
new  building  permit  was  applied  for,  granted,  reconstruction  completed, 
inspected,  and  signed  off.  I  fail  to  understand  how  this  abatement  is 
needed,  as  all  the  work  has  already  been  completed  and  signed  off. 


ATTACHMENT  A 


State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  be 
modified  or  reversed  by  this  board. 

As  the  requirements  of  the  old  1984  outstanding  permit  have  been  satisfied 
in  the  rebuild  after  the  fire,  and  as  I  am  not  a  resident  of  San  Francisco,  it 
creates  a  great  hardship  and  expense  for  me  to  deal  with  this  matter. 

I  fail  to  see  the  need  for  me  to  come  again  to  San  Francisco,  or  to  incur 
other  expense  to  satisfy  the  Department  of  Building  Inspection  regarding 
this  baseless  outstanding  permit. 

In  conclusion,  I  am  requesting  that  this  12  year  old  permit  issued  to  the 
previous  owner,  which  is  no  longer  relevant  due  to  the  extensive  rebuild 
process  delineated  in  Attachment  A,  be  voided  and  cancelled. 


ATTACHMENT  B 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
DEPARTMENT  OF  PUBLIC  WORKS 
CENTRAL  PERMIT  BUREAU 
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GENERAL 

RECEIPT 

mo.92796 


RECEIVED  FROM: 


.">  ( •  /  f*e*  !<;// 


i_  ** 


V 


~1 


J 


PAYMENT  RECEIVED  FOR  THE  ITEMS  INDICATED: 


NUMBER 

DESCRIPTION 

A  MOU  N 

T 

v'  /-' 

r-c- 

i 

CENTRAL  PERMIT  BUREAJJ 

ACCOUNTING  S/    :v>^ Y^?  "' 

By  U  1   i 


181  -  ASSESSOR  BLOCK/LOT  QUERY 


09/19/96  15:38 


BLOCK:  5501   LOT:  015      SITUS  ADDRESS:  219  -221  PRECITA  AV 

APN  00/5501/  /015/ 

OWNER  NAME:  WILLIAMS  JOHN  M  AS  OE: 

MAILING  ADDR:  WILLIAMS  JOHN  M  SOURCE: 
601  GRENEALL  RD 
PALM  SPRINGS  CA 
92264 


RECORDATION  DATE:  YEAR  BUILT:  ZONE: 

PULL  VALUE-  U\ND: 
IMPS-STRUCT: 
IMPS-EIXT: 
PERS-PROP: 

EXEMPTIONS-HOMEOWNER: 

OTHER:  TYPE: 


NET  VALUE: 


ABATEMENT  APPEALS  ABOARD  CASE  #6622 


Summary  Sheet 


Address:  852-858  Filbert  Street 

Violation: 

Two  illegal  ground  floor  units,  units  lack 
required  ceiling  height,  lack  off-street  parking, 
plumbing,  electrical,  plumbing,  security.  Extra 
units  must  be  accessible. 

Life  Hazards: 

One  hour  and  sprinkler  requirements  of  a  4th 
floor  of  occupancy,  lack  of  electrically  operated 
smoke-detector. 

Basis  of  Appeal: 
Action  Requested: 

The  units  are  occupied  by  low-income  families 
and  the  owner  at  time  of  report  (2-24-88)  has 
died.  Units  have  been  in  existence  for  over 
twenty  years. 

Moratorium  to  preserve  low-moderate  income 
housing  on  two  illegal  units..  (Ref.  San 
Francisco  Building  Code  Section  105.3.8.4 
moratorium. 

Staff 

Recommendation: 

Deny  the  moratorium  since  it  does  not  conform 
to  the  requirements  of  section  105.3.8.4. 
Modify  Order  of  Abatement  to  allow  1 5  days  to 
file  for  building  permit  and  all  work  must  be 
completed  in  90-days. 

(P:\summsht  .aab) 


ADDRESS 


Bldg.Tvpe      /•  g 

Legal  Stories  

Present  Stories 


HIS  CASE  HISTORY  AND  ACTION 


Occupancy   >P»  1     Inspector    l>t/il^JA  <V 1 
Floors    3     Units     j       Guest  Rooms  (T)  (R). 


BLOCK _^f/__LOT_^jL 


Initial  Inspection  Da 
PERMIT  TRACKING:  / 
Building  PA#  &£f>d 
Electrical 


Hoors    4-   Units     //      Guest  Rooms  (T)  (R)  

2JL'S-y         Type  Inspector  /U>£lJz.€ 


_Other_ 
Other 


FELED/ISSUED/EXPIRED  Date. 


.Plumbing. 


LIFE  HAZARDS: 

Item:   Plumbing/Electrical 

 Stairs  need  rebuilding/structural  weakness 

 Other  


Fireproofing/S  prinklers/  Alarm 


Egress 


OTHER  VIOLATIONS:  Maintenance 


Illegal  Floors/Units. 


Reinspection  prior  to  Director's  Hearing 
Inspector's  Recommendation  to  Director: 


(Date):    7-2  "^C     Posting  Date 


Time:  {0  4<y, 


Continue  case  for  30  Days:  

Refer  to  FTB  -  Yes   No 

Director's  Hearing  Date  


Issue  O  of  A: 


Decision 


CASE  HISTORY 


SO.  DATE 


REMARKS 


INSP 


TIME 


7-1 -U 


Jo 


j£?S7A4^H(~4  iT4A&  7/*4>    $  JtJ*v<-i> 


<6  MA 


70 


V7^ 


10. 


(  ^ISCASE_HA| 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  AAB/FTB  HEARING 


September  20,  1996 


Appellant's  Name  &  Mailing  Address: 


The  Survivors  Trust 
c/o  Lai  King  Quan 
1842  Mason  Street 
San  Francisco,  CA  94133 


Nature  of  Appeal: 

[x  ]      Director's  Order 

[  ]        Franchise  Tax  Board  Notices 

[  ]  Other  


PROPERTY  ADDRESS  852-858  Filbert  Street 


BLOCK     0091     LOT  015 


APPEAL  NO.  6622    Source  Code  DIP 


INSPECTOR     Robert  Noelke 


Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  file  with  the  Abatement  Appeals  Board  on 
September  19.  1996.  will  be  heard  by  the  Board  at  3:00  p.m.  on  October  2.  1996.  Wednesday,  in  Room  428, 
War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals  Board  staff  of 
the  Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103  or  call 
(415)  558-6454.  Please  bring  any  documents  and  information  that  may  support  your  appeal  such  as  contracts, 
permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial  of  this 
appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring  witnesses  to  provide 
testimony 

Very  truly  yours, 


William  Wong,  Secretary 
Abatement  Appeals  Board 

Original  Notice  of  Hearing  is  sent  to  Appellant . 

cc:  Bill  Quan,  Owner  of  Record,  Complainant,  and  Building  Occupants 

[p:tds\aab-hrg.l096] 

(415)  558-6454  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


August    26,  1996 


Owner 

SURVIVORS  TRUST  THE 

%  LAI  KING  QUAN 

1842  MASON  ST 

SAN  FRANCISCO  CA,  94133 


>1'  ^ 


Block:  0091  Lot:  015 

Tract:  103  Case:  DI0 
Complaint:  35086 


Property  Address:  852  858  FILBERT  ST,  0000 

Seq:  01 


nspector:  Williams 

RDER  OF  ABATEMENT  UNDER  SAN  FRANCISCO  BUILDING  CODE  SECTION  102-12. 18.5  ORDER  NO.  2852-A 

EARING  OFTHE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION  AGAINST  THE 
EtOPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  August    08, 1996       IN  ACCORDANCE  WITH  THE  SAN 
RANCISCO  BUILDING  CODE  SECTION  102.  THE  HEARING  WAS  CONDUCTED  BY  A  REPRESENTATIVE  OF  THE 
IRECTOR  THE  OWNER  WAS  REPRESENTED. 

ASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS  AND  DETERMINES 

S  FOLLOWS:     '  "    —   ~  ~     "  - 

.  THAT-NOTICE  HAS  BEEN  DULY^GrVEN  AS  REQUIRED  BY ^  L-AW  ANDTHE-ORDEROF  DmECTORrANDMORE — - 

THAN  48  HOTjR^RIORTO'iHE  HEARING.  =  " 

,  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT 

OF  BUILDING  INSPECTION. 
.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE  UNDER  THE  TERMS  OF 

THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 


HE  DIRECTOR  HEREBY  ORDERS  THE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WITH  THE  FOLLOWING: 

30    DAYS  TO  FILE  FOR  A  BUILDING  PERMIT. 
30     DAYS  TO  MEET  PLAN  REVIEW  PROCESS. 

30     DAYS  THEREAFTER,  FOR  THE  BALANCE  OF  THE  WORK  IN  THE  REPORT. 
HOE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER  . 

HE  DEPARTMENT  OF  BUILDING  INSPECTION  SHALL  BE  REIMBURSED  BY  THE  OWNER  OF  SAID  BUILDING 
DR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES. 


PPEAL:  PURSUANT  TO  SECTION  102.9  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY 
:  E  APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.  APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED 
:*OM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST.,  6TH  FL.,  SAN  FRANCISCO,  CA  94103,  (558-6454), 
ND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN  (10)  DAYS  OF  THE  POSTING  AND  SERVICE 
'F  THIS  ORDER 


ECOMMENDED  BY: 


'.  isley  Stansfield 
•hief  of  Housing  Inspection  Services 


VERY  TRULY  YOURS, 


0 


FRANK  Y.  CHJU,  DIRECTOR 
DEPARTMENT  OF  BUILDING  INSPECTION 


hone  No.  (415)  558-6220 


FAX  No.  415-558-6249  (I:\appls\permits\reports\ooaforml) 


City  and  County  of  San  Francisco 
Department  of  Public  Works 
Bureau  of  Building  Inspection 
Division  of  Apartment  and  Hotel 

Inspection 
450  McAllister  Street,  Room  205 
San  Francisco,  California  94102 


NOTICE  OF  VIOLATION 

OF  THE  SAN  FRANCISCO  MUNICIPAL  CODES  RENDERING 
HOUSING  TO  BE  SUBSTANDARD  (PER  SECTIONS  17299(b)(2) 
AND  24436.5(b)(2),  REVENUE  AND  TAXATION  CODE) 


Date : 


TO: 


Address:           -  .<rS  /^'Me^ 
Assessor's  Block         /         Lot  / S~ 
BBI  Complaint  #  


/#Yt   ******  Sf- 


Inspection  Date:  &  ~   

Residential  Environment  >/ 
Inspector:       /? *      rf~  Ave/A^ 


Phone:     558-4505    or  558-466^ 


AND  TO  THE  OWNERS,  THEIR  SUCCESSORS,  AND  ALL  OTHER  PERSONS  HAVING 
ANY  INTEREST  IN  THE  ABOVE  DESCRIBED  PROPERTY  LOCATED  IN  THE  CITY  AND 
COUNTY  OF  SAN  FRANCISCO: 

PLEASE  TAKE  NOTICE  that  on  the  inspection  date  shown  above, 
the  above  described  premises   was   inspected  by  inspectors  of  the 
Bureau  of  Building  Inspection  of  the  Department  of  Public  Works,  As 
a  result  of  the  inspection,  numerous  conditions  were  found  to  exist 
in  the  premises,  as  more  particularly  described  in  the  inspection 
report(s)  attached  to  the  notice  of  violation  mailed  to  the  owner, 
maintained  in  the  premises  in  violation  of  the  provisions  of  the  San 
Francisco  Municipal  Code' dealing,  among  other  things,  with  health, 
safety  or  building.     Based  upon  this  inspection,  the  Superintendent 
has  determined  and  declares  these  premises  to  be  substandard  housing. 


ACCORDINGLY,  THE  SUPERINTENDENT  OF  THE  BUREAU  OF  BUILDING 
INSPECTION  HEREBY  ORDERS  the  owner  of  the  above  described  substandard 
property,  within  thirty  (30)  days,  to  contact  the  inspector  and  make 
application  for  the  necessary  permits  to  correct  the  conditions  in 
the  premises  maintained  in  violation  of  the  Municipal  Code,  and  there- 
after obtaining  permits  and  proceed  to  correct  the  conditions  diligently 
and  expeditiously. 

WARNING 


Sections  17299  and  24436.5  of  the  Revenue  and  Taxation  Code 
provide"  inter  alia,  that  a  taxpayer  who  derives  rental  income  from 
housing  determined  by  the  local  regulatory  agency  to  be  substandard 
by  reason  of  violation  of  state  or  local  codes  dealing  with  health, 
safety  or  building,  cannot  deduct  frctc  state  personal  income  tax  and 
bank  and  corporate  income  tax,  deductions  for  interest,  depreciation 
or  taxes  attributable  to  such  substandard  structure  where  the  sub- 
standard conditions  are  not  corrected  within  six  (6)  months  after 
notice  of  violation  by  the  regulatory  agency.     (PLEASE  TAKE  NOTICE 
THAT  THE  DATE  OF  THIS  NOTICE  MARKS  THE  BEGINNING  OF  THE  SIX- MONTH 
PERIOD  REFERRED  TO  ABOVE.) 


'   NOV  -   A  - 


1 


Location. 


Prepared  By. 


,-±1.-  82 


HOUSING  INSPECTOR 

.Sent 


San  Francisco  Department  of  Public  Works 
BUREAU  OF  BUILDING  INSPECTION 
DIVISION  OF  APARTMENT  HOUSE 
AND  HOTEL  INSPECTION  REPORT 

J2  uo*    ~7f"<~  £-e°' 


  Owner    ZuSUL    Sf*<~.  ce>o*p  


Date  Inspected 

The  fallowing  Item*  that  are  circled  require  correction  In  accordance  with  the  San  Francisco  Housing  Code  and/or  other  applicable  Codes  and  Ordinances: 

1.  Repair/replace  broken  sidewalk/paving  at  front/rear/side  

2.  Remove  all  rubbish  from  yard/court/basement/cellar_ 


3.  Raise  foundation  and/or  lower  grade  using  approved  materials  and  method  at. 

4.  Install  approved  type  floor/deck,  yard  drain  at  

5.  Provide  gas  service  shutoff  in  .  


 747  PW 

.402-1006  HC 

 403  HC 

_402-507  HC 
 409  HC 


6.  Ratproof  ground  area  In  basement/cellar/under  stairs   . 

7.  Eliminate  rodent  and/or  cockroach  infestation  on  premises  

8.  Clean  and  maintain  hotel  room(s)  dwelling  unit(s)  in  a  sanitary  manner  at  

9.  Provide  legal  ventilation  for  furnace  room/water  heater  space/garage/under  floor  area/gas  meters  

10.  Provide/fireproof  garage/rear  yard  to  street  passageway/basement  ceiling  with  approved  fire  rated  materials. 
It.  Repair/provide  fireprooflng  In   


12.  Provide  fire  sprinkler  system  in  garbage/linen  chute,  garbage/linen  room,  storage  area  or  remove  storage. 

13.  Enclose  stairs  to  basement/cellar  with  approved  materials  and  self-closing  doors_  plans  req'd. 

14.  Eliminate  paint/hazardous  storage  in  


15.  Provide  approved  type  flues/connectors  for  gas  appliances  in. 

16.  Rebuild/repair  front/ rear  stairway.  Provide  handrails. 


.920PH402HC 

 402  HC 

 402  HC 

 402-702  HC 

 414  HC 

 414  HC 

 903-905  HC 

 803  HC 

 411-705  HC~ 

 407  HC 


17.  Replace  all  broken  window  glass.  Repair  sash  and  reputty.  Check  &  repair  hardware  

18.  Repair  stucco/siding  on  Renail  and  paint  exterior/trim. 

19.  Replace/repair  roofing.  Provide/repair  roof  gutters  for  drainage  and  connect  to  sewer  

20.  Remove/rebuild/fireproof  roof  deck.  Provide/replace  defective  chimney/flue  cans  


21.  Provide/repair/replace/fireproof  stair  penthouse  door/closer.  Install  railing  around  ventshaft. 

22.  Provide  stairway/scuttle  hole  from  public  hallway/stair  to  roof  in  approved  location  

23.  Provide  approved  means  of  ventilation  for  stairway/public  halls/elevator  shaft  

24.  Enclose  interior  stairway(s)  in  an  approved  manner  or  comply  with  item  25  


25.  Provide1  complete  fire  sprinkler  system  In  all  public  halls,  corridors,  stairways  per  plan. 

26.  Install  approved  type  fire  doors/closers  to  basement/main  stair  enclosure  

27.  Provide  stairway/fire  escape  for  second  means  of  egress. 


<£8?Provide  corridor  to  fire  gecapo  ot  frent/rear/oide  and  install  directional  signs. 
29.  Provide  approved  type  ladder/stair  from  lowest  fire  escape  balcony  to  ground. 


.  plans  req'd. 


(3<})  Provide  approved  type  fire  extinguishers  In  public  halls  at  each  floor  and  to  >*ec/<yy( 
31.  Remove  or  raise  all  wires,  ropes,  etc.  8  feet  above  roof. 


32.  Install  approved  type  fire  alarm  system/wel/dry  standpipe  as  directed  .by  Fire  Dept. 

33.  Repair/replace  loose  and  missing  plaster  in  \  


.402403-802  HC 

 402-408  HC 

 408  HC 

 402-408  HC 

 403-712  HC 

 412-805  HC 

 805  HC 

 502-808  HC 

 807  HC 

 807  HC 

 803-806  HC 

 801  HC 

 801  HC 

 801  HC 

 904  HC 

 24.10  FC 

 901-907  HC 

 412  HC 


34.  Remove  lot  line  windows,  close  opening  in  an  approved  manner  (N  E  S  W)  wall. 

35.  Close  transom  openings  In  public  hall(s)  in  approved  manner  

36.  Provide  a  bath,  lavatory,  and  water  closet  within  each  apartment  

37.  Provide  additional  bath(s)/lavatory(ies)  on  

38.  Provide  additional  water  closet(s)  on  


.floor(s). 


.floor(s). 


39.  Water-proof  bath/water  closet  compartment  floor(s)  with  approved  material(s)  on  

/4&.  Provide  legal  UgW-and  ventilation  for  £4  v^*>  -  ^>>«<i'<<^/V" 


@J  Remove  4«ffl,  worn,  inoariltary  floor  covering  In  At  //  #*ea 
42.  Comply  with  attached  Heat/Hot  Water  Notice  


.TABLE  5-A  BC 

 502  HC 

 402  HC 

 503  HC 

 503  HC 

 508  HC 

 402-501  HC 

 412  HC 


43.  Provide  separation  where  water-closet  compartment  opens  into  kitchen  in  

44.  Discontinue  use  and  remove  cooking  facilities  in  illegal  community  kitchen  on. 

45.  Remove  and  cap  gas  lines  at  source  of  supply  for  stove/heater  in  


707.A/503  I.C.  HC 

 503.10  HC 

 !503.1B  HC 

406  HC 
302  BC 


fafp Submit  plan  of  each  floor,  showing  correction  of  all  items  listed  hereon   ,  .  , 

3y.  Clean/paper  or  paiwt  walls  and  ceilings  in  gf/    JtYifr*.  ffe^a^c.   nnfi&tf^j       f  sLu^  +  k+ll  1001  HC 

48.  Provide/replace  garbage  receptacles,  provide  tight-fitting  covers  '  /'  1004  HC 

49.  Remove  cord  wiring  and  Install  one  plug  receptacle  In  each  room  and  2  in  the  kitchen(s)  "   

50.  Remove/repair/and/or  replace  deteriorated/substandard  


51.  Fireproof  public  halls  and  soffit  of  stairs  with  approved  1  hour  fire  resistive  materials  details  req'd. 

Fireproof  entire  building  with  approved  1  hour  fire  resistive  materials  ancWw  sprinklers  throughout  

53.  Provide  1  hour  fire  separation  between  business  use  and  residential  use  

54.  Remove/close/fire  protect  closet  under  stairs  at  


I  Comply  with  attached  Electrical  and/qr  Plumbing  Report  

!  Provide  and  maintain  «2*_  additional  usable  off  street  parking  spaces  and/or  City  Planning  ftquiromontc.. 


57.  Replace  Insanitary  wood  dralnboards  In  kitchens  on. 

58.  Remove  all  non-conforming  partitions  and/or  construction  in  

59.  Applicability  of  item(s)  depend-;  upon  date  of  conversion.  Submit  proof 

j^of  earliest  date  of  conversion-affidavits  attached.  (Submit  with  building  permit  application). 

(j()/Compliance  with  the  circled  Items  will  establish  legality  of  the  structure  as  an  apt/hetel  with. 

^»  on  a  floors  ofjiccupancy,  6f^&^/#iuv>Ttem  61.. 

(6j)l 


.405-505  HC 
_  ART  4  HC 

 701  HC 

 701  HC 

 414  HC 

_802.d  HC 
.  ART  4  HC 
^_136PC 

 402  HC 

 403  HC 


// 


.units/rooms 


.105  HC 


.105  HC 


)  ltem(s)(ff?  ffifyffi/fffi/jft,-fla?)      do  not  apply  if  structure  is  reverted  to  its  original/last  legal  use  as  an  apartment/hotel/ 

dwelling  with  £  units/M*«s  on_2___floors  of  occupancy  or  comply  with  Item  60  

Comply  with  attached(972)Energy  Insp  Form  QjQiecurlty  Checklist  99.  Smoke  &  Heat  Ord.  


fiZZ  UBCjl 


Vfm  toUwring  pinwHi  ft  wquhud  10 1»  «pp»*d 
X  Etaetrtc* 


BUILDING  INSPECTOR 


HC  — Hou^ng  Coo* 

FC  —  F*r»  Cod* 

rw  —  f*wuic  *vi  Coo* 

bc  —  evo.  coo* 

DPH  —  hWtfiCod-t 

PC  —  FImCMi 


APARTMENTS  AND  RESIDENTIAL  HOTELS 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 
RESIDENTIAL  ENERGY  INSPECTION  FORM 


(Please  Print) 

Sri-fB'  >,yi,rh  Sir 

PROPERTY  ADORESS 


J£- 


building:  (Owck  on*}  Condominium  \  *\  (No.  of  Units  )  Apt.  Bldg^^^"  (No.  of  Units  Res.  Hotel  Q  (No.  of  Units  '.  ) 


(complete  the  following  as  applicable) 

Is  a  Demolition.  Permit. Application  filed  yes  Q  noj^jf  If- so.  on  what  date. 
July  1.  1978    yes  □  '  no}5^ 

If  yes,  date  Permit  Application  was  filed  


Was  building  built  after 


_.  Permit  Application  No.. 


Reason  for  inspection:  (check  one)  Resale  Q  Metering  Conversion  Q  Major  alteration  Q   Complete  DAHI  (W  RAP  Q    Condominium  Conversion  Q 
Is  there  an  Energy  Escrow  Account  set  up,  or  to  be  set  up,  for  this  property?    yes  Q    no       If  yes,  Form  C  must  also  be  completed  and  filed. 
Basis  for  Expenditure:  (check  one)  |   |  1  %  of  Purchase  Price  from  Real  Estate  Sales  Contract  or- 
J2!  1%  of  Assessed  Value  of  Building  (whichever  is  greater) 


PART  A  APARTMENTS  AND  RESIDENTIAL  HOTELS  (Completed  by  Inspector) 
ENERGY  CONSERVATION  MEASURES  (Please  check  below) 
•  ITEMS  CHECKED  "NO"  MUST  BE  CORRECTED  • 

\  ...  .........  

1  All  accessibly  attic  space  above  living  area  is  insulated  to. a 
minimum  resistance  value  of  R-19. 

EXEMPT,  A  -  Inaccessible  or  ho  attic:  unable  to  insulate  

EXEMPT,  8  -  Existing  insulation  is  R-1 1  or  greater 
,, throughout  8<J?1  of  the  attic.  

-   •  •  We/~  is  " 

2-  All  doors  leading  to  Unhealed  areas  are  weatherstripped  with 
approved  materials. 

EXEMPT,  A  -  Doors  are  fire  rated  


YES   NO  N/A 


LT  D  5f 


3.  a)  Hot  water  heaters  fitted  with  an  insulation  blanket  or  material 
equal  to  R-fi  cx  greater  . 

EXEMPT,  A  -  Non-standard  shaped  tank  

EXEMPT,  B  -  Inaccessible  tank   

b)  First  four  feet  of  hot  water  pipe  is  insulated  with  a  R-4 
Insulation 

EXEMPT.  A  -  Water  pipe  Inaccessible  or  too  dose  to 
hot  air  flue 

4.  All  accessible  shower  heeds  or  low  flow  shower  heads 
that  reduce  water  flow  to  at  least  3  gallons .  per 
minute. 

EXEMPT,  A  -  Unable  to  modify  shower  heads   

6.  Building  exterior:,  caulking  and.  sealing  of  all  major,  joints 
and  openings  to  the-exterior .  . 
EXEMPT.  A  -  Inaccessible  


□  Ef  □ 


□  0TO 


□  □ 


6.  All  accessible  heating  and  cooling  ducts  and  ^plenums ;  In 
unheated  areas  are  Insulated  with  a  minimum  R-3  Insulation     □  □  El 
EXEMPT,  A  -  Inaccessible  ___ 


7.  AH  accessible  steam,  steam  condensate  aixl  recirculating 
hot  water  pipes  throughout  the  structure  are  insulated  to  a 
minimum  of  R-4  and  all  hot  water  tanks  to  a  minimum  R-6  value.     □  □  a 


6.  Cleaning  end  tuning  of  boiler  certified  and  tagged  within  last 
five  years. 


9.  AH  hot  water  steam  leaks  in  boiler,  including  defective  steam 
traps  and  valves  repaired. 


10.  Time  clock  control  of  burner  provided. 


nam 

□  □  (3 
□ 


PART  B  (Completed  by  Certified  Energy  Inspector) 

I  do  hereby  certify  that  I  have  conducted  the  above  Inspection  and  that  to  the  best 
of  my  knowledge  and  belief  the  above  information  is  true  and  correct  1  further 
certify  that  neither  I  nor  the  company  I  represent  have  any  financial  interest  In 
the  structure  inspected  or  in .  the  sale  or  installation  of  any  energy  conservation 
measure,  as  identified  in  Part  &.  .!■  —.  .  . 


HONXfURE  OF  INSPECTOR  U>.  «  Mt§ 


PART-C' COMPLIANCE  CERTIFICATION   INSPECTION  (completed  by 
-  ■:  Certified  Energy  Inspector) 

I  do  hereby  certify  that  all  Hems  have  been  complied  with  fully. 

Any  measures  not  corrected  because  limit  of  required  expenditure  was  met 

YES  Q    NO  fj     if  yes,  which  numbers  not  done  


SIGNATURE  Of  INSPECTOR 


PART  D  (To  be  completed  by  owner  or  authorized  agent) 

I  do  hereby  certify  that  the  person  whose  signature  appears  In  Part  C  conducte 
an  energy  compliance  Inspection  on  the  residence  encaptioned  above. 


SIGNATURE  OF  PROPERTY  OWNER  OR  AUTHORIZED  AGENT 

PARTE  City  and  County  Use  Only 

ACCEPTED 

*«Y  ■■     ■  2  

REJECTED  *  " 


NOTICE  TO  THE  OWNER  ■ 


AFTER  THE  INITIAL  INSPECTION,  you  must  file  this  form  within  16  days,  at  the  A 
and  Hotel  Inspection  Division.  Rm.  302.  450  McAllister  St  (M.OOFiling  Fee  Require! 

AFTER  THE  COMPLIANCE  INSPECTION  is  properly  signed  (Part  C  and  Part  D).  pr 
of  compliance  shall  be  effected  by  returning  a  copy  of  the  completed  form  for  appro 
to  the  Apartment  and  Hotel  Inspection  Division.  Room  302.  450  McAllister 
(M.06  Filing  Fee  Required).* 

AFTER  BUREAU  APPROVAL  a  copy  of  the  approved  and  completed  form  shall 
recorded  by  you  (the  owner)  or  your  Authorized  Agent,  with  the  San  Franc* 
County  Recorder's  Office,  prior  to  or  concurrent  with  transfer  of  Title. 
♦When  the ,  Energy  Inspection  is  performed  by  the  Bureau  of  8uilding  Inspect 
as  part  of  a  Complete  Code  Compliance  Inspection,  the  Bureau  will  file  the  Inspect 
Report  for  the  owner  and  waive  the  Filing  Fee(s). 


FORM  9003  O  036 


OWNER 


City  and  County  of  San  Francisco 


DATE: 


Department  of  Public  Works 
Bureau  of  Building  Inspection 


LOCATION  /r///?e^/~<r  S£ 

><1apt.  house        r  Ihotel 


f       ^  F^clcb^  CA  ??/SJ>  block/lot  9// UlI  ct 


Smoke  Detector  Inspection  Report  on  San  Francisco  Ordinance  386-84 

California  Health  and  Safety  Code  13113.7 


1.   This  building  is  completely  sprinklered  and  is  exempted  from  the  above  ordinance 
and  State  Code  requirements  for  the  installation  of  smoke  detectors. 


□  2.  This  building,  with  a  central  station  smoke  detector  system  in  the  public  halls, 
must  install  battery*  operated  smoke  detectors  in  all  units  on  or  before  January  1, 
1987. 


3.  This  building  must  have  hardwired  single  station  smoke  detectors  installed  in  all 
units  on  or  before  September  7,  1987  and  battery*  operated  smoke  detectors 
installed  in  public  stairwells  on  or  before  January  1,  1987. 

You  are  hereby  required,  within  thirty  (30)  days,  after  September  7,  1987  to  have  an  electrical 
contractor  secure  an  electrical  permit  to  install  the  hard-wired  single  station  smoke  detectors 
connected  to  the  building  wiring  system  in  conformity  with  all  applicable  codes.  The 
smoke  detectors  are  to  be  located  adjacent  to  the  sleeping  areas  of  the  unit  on  the  ceiling 
or  within  twelve  (12)  inches  of  the  ceiling,  but  no  closer  than  six  (6)  inches  to  the  ceiling 
if  wall  mounted.  The  work  is  to  be  completed  within  sixty  (60)  days.  Failure  by  the  contractor 
to  complete  the  work  and  submit  the  compliance  certification  within  the  specified  time 
will  not  be  a  cause  for  delay  in  abatement  proceedings  against  the  owner(s). 

'Installation  of  battery-operated  smoke  detectors  does  not  require  an  electrical  permit. 


/fader?  /j/oe/l{^ 

Housing  Inspector 

9003-36  HIO  -  SD  9/87 
hong/2 


(415)  558-6220 


450  McAllister  Street  RM.  302 


San  Francisco  94102- 


HOUSING  INSPECTION  DIVISION 


SECURITY  ORDINANCE  CHECKLIST 

NATION  *ri-    $-2       ^//Jer*    c5/>   DATE  /~   

JDCK  7/   LOT    SEQ  ^   CT  /<^Q>  

\    1.  PROVIDE  SINGLE  CYLINDER  DEADBOLTS  WITH  MINIMUM  ONE  INCH  THROW  FOR  THE  ENTRY  DOORS  OF  THE  FOLLOWING  UNITS: 

|    2.  PROVIDE  ONE-HALF  INCH  THROW  DEADLATCH  OR  SINGLE  CYLINDER  ONE  INCH  THROW  DEADBOLT  LOCKS  FOR  REAR  OR  SECONDARY  DOORS 
OF  THE  FOLLOWING  UNITS: 

!)   3.  135£  VIEWER  REQUIRED  FOR  THE  ENTRY  DOORS  OF  THE  FOLLOWING  UNITS  (MAXIMUM  MOUNTING  HEIGHT  OF  58  INCHES): 

2£  '  2  A  

/ 

I   4.  *GLAZING  ON  THE  INTERIOR  ENTRY  DOOR(S)  MUST  BE  COVERED,  REPLACED  OR  REINFORCED  IN  THE  FOLLOWING  UNITS: 


i]    5.  REPLACEMENT  OR  REINFORCEMENT  WITH  A  MINIMUM  OF  3/8"  PLYWOOD  OH  APPROVED  EQUAL  IS  REQUIRED  FOR  HOLLOW  CORE  OR 
PANEL  ENTRY  DOORS  TO  THE  FOLLOWING  UNITS: 

6.  SLIDING  GLASS  DOORS  MUST  BE  FITTED  WITH  AN  AUXILIARY  LOCKING  DEVICE  IN  ADDITION  TO  THE  PRIMARY  LOCKING  DEVICE  IN  THE 
FOLLOWING  LOCATIONS: 


7.  PROVIDE  DEADLATCH  LOCKS  WITH  MINIMUM  ONE-HALF  INCH  THROW  FOR  THE  FOLLOWING  EXIT  DOORS: 


8.  THE  FOLLOWING  EXTERIOR  DOORS  MUST  BE  PROVIDED  WITH  SELF-CLOSING  DEVICES: 


9.  THE  FOLLOWING  EXTERIOR  DOORS  MUST  BE  PROVIDED  WITH  PRIMARY  LOCKING  DEVICES: 


]  10.  OTHER: 


*  REPLACEMENT  GLAZING  MUST  MEET  "UL  972  STANDARD  OF  SAFETY"  OR  BE  1/4"  THICK  WIRE  GLASS  OR  LAMINATED  SAFETY  GLASS. 
REINFORCEMENT  MAY  INCLUDE  3/8"  PLYWOOD,  EXPANDED  STEEL  MESH,  1/4"  PLASTIC  OR  APPROVED  EQUAL. 

~\     THIS  IS  ONLY  A  PARTIAL  LIST  AND  IT  ONLY  INVOLVES  ITEMS  ACCESSIBLE  FROM  THE  PUBLIC  AREAS.  IF  YOU  DESIRE  A  COMPLETE  LIST  OF 
SECURITY  REQUIREMENTS  FOR  THE  BUILDING,  PLEASE  CONTACT  THE  UNDERSIGNED  INSPECTOR  FOR  AN  INSPECTION. 

5    THIS  IS  A  COMPLETE  LIST  OF  ITEMS  TO  COMPLY  WITH  THE  NEW  SECURITYORDINANCE  #346-80  AND  #6-82. 

THE  SECURITY  DEFICIENCIES  THAT  ARE  CHECKED  ARE  REQUIRED  TO  BE  CORRECTED  WITHIN   DAYS.  IF  DOORS  ARE 

REPLACED,  WINDOW  FRAMES  REPLACED,  OR  ANY  STRUCTURAL  WORK  DONE  TO  COMPLY  WITH  THIS  ORDINANCE,  A  BUILDING  PERMIT 
MUST  BE  SECURED  FROM  THE  CENTRAL  PERMIT  BUREAU  AT  450  McALLISTER  ST.,  SAN  FRANCISCO,  CA. 

IF  YOU  HAVE  ANY  QUESTION  REGARDING  THIS  NOTICE,  PLEASE  CONTACT  THE  UNDERSIGNED  INSPECTOR  BETWEEN  THE  HOURS  OF 
8-9  AM  AND  4-5  PM,  450  McALLISTER  ST.,  ROOM  302,  SAN  FRANCISCO,  CA  94102,  (415)  558-6220. 


PLEASE  CALL  INSPECTOR  WHEN  CHECKED  ITEMS  ARE  CORRECTED 


ID  346-80  &  6-82       ORD  346-80  and  6-82 


HOUSING  INSPECTOR 
EV.  8/87  9003D-11 


San  Francisco  Department  of  Public  Works 
Bureau  of  Building  Inspection 


Office  Hours:  8  to  8:30  AM  —  4  to  5  PM 
Office: 
Telephone:. 


;  Hours:  8  to  8:30  AM  -  t  to  j  rm 

;:  ri,  w»K 

<-  r  «         I  /  n  C-J-l 


PLUMBING  INSPECTION  REP0^^. 

Addres  "7^  J?jL^   Bvmag  Inspector:     ll <hC  M- 


Inspected  on : 


The  following  items  that  are  checked  require  correction  in  accordance  with  the  San  Francisco  Plumbing  Code  and/or  the  San 
Francisco  Housing  Code  or  other  applicable  codes  and  ordinances. 

PLUMBING 

  1.  Repair/replace  defective  traps,  waste  piping,  sewer  piping,  vent  piping,  roof  leader,  air  inlet  cover,  plumbing  fix- 


,--  tures. 

• —   2.  Provide  waste/ vent  piping./fittings  of  proper  size,  material. 

  3.  Extend  fixture  vents  to  the  roof. 

  4.  Properly  secure,  grade,  cap  waste/sewer  pipe  lines. 

 5.  Properly  connect  roof  leader  (s)  to  sewer. 

  6.  Provide  sewer  trap  and  fresh  air  inlet 

  7.  Provide  required  area  drain. 

  8.  Provide  trap  to  serve  fixture. 

WATER 

  9.  Repair /replace  water  piping/fittings  found  to  be  defective,  undersized,  miproperiy/mstalled/secured. 

 10.  Remove  cross  connection,  non-conforming  piping  and  cap  at  source. 

 11.  Install  approved  water  pipe  service  valve,  fittings,  air  chambers. 

 fo..  Install  fire  sprinklers  as  required  by  building  inspector. 

(  GAS 

 1 3 .  Remove/replace  gas  piping/gas  fittings  found  to  be  defective,  of  improper  material,  undersize. 

 14.  Provide  approved  gas  control  valve,  drips  in  gas  piping 

 IS.  Install  gas  appliance  vent  having  the  required  grade  to  the  flue,  size,  distance  from  combustible  surfaces. 

 16.  Install  gas  appliance  vent  of  approved  material,  properly  secured,  extended  above  roof. 

 17.  Remove  unapproved  gas  appliance,  piping  and  cap  line  at  source. 

 1 8 .  Other  deficiencies. 

 19.  Recommended  improvements. 

Location  and  extent  of  items  checked  above: 


1 

JLLA~  q<Ja^l,.  4^Uu^l 


T 


Tlie  items  of  correction  listed  herein  are  those  which  were  observed,  and  does  not  include  violations  which  may  be  concealed  and 
become  evident  when  work  is  begun.  The  recomjnended  improvements  noted  are  not  code  requirements  but  are  provided  for  your 
assistance  in  upgrading  your  building.  »*"* 

Please  contact  the  inspector  who  prepared  this  report  if  you  have  any  questionsconc»fntng  the  required  work.  NOTE:  Installation  and 
repair  is  to  be  done  in  a  workmanlike  manner  under  permit.  Permits  required:  C&Plumbing  □  Building. 


PLUMBING 


.    .      .  io3   

San  Francisco  Department  of  Public  Works  ott,ce  ■  

Bureau  of  Building  Inspection  S'SB'  -  6030 

Telephone :  _  -  

ELECTRICAL  INSPECTION  REPORT 

352r_53  Filg^FT    (*\PT-  2  A  <L  2.  ET)  FiieNo  


MR'   LgPN^   Electrical  Inspector:  V^f^fTS-tS  W  L 


Address. 
Owner  

Date  of  Inspection  I  -  Z  <£>  —  88   Buj|ding  |nspector:  f^Wl'^  '  

The  items  checked  below  are  those  requiring  correction  in  accordance  with  San  Francisco  Electrical  Code,  and/or  Housing  Code,  and 
are  those  which  were  observed  during  inspection  and  do  not  include  violations  which  may  be  disclosed  as  work  progresses. 

Obtain  permit  before  starting  work. 

Based  on  the  following  report  It  is  required  that  the  violations  be  corrected  by  a  registered  electrical  contractor,  subject  to  permit  and 
inspection.  NO  ELECTRICAL  WORK  OF  ANY  KIND  SHALL  BE  PERFORMED  UNTIL  OR  UNLESS  A  BUILDING  PERMIT  HAS 
FIRST  BEEN  ISSUED.  u  

Hazardous  wiring  Is  In  evidence  and  shall  be  removed  or  corrected  (EC  Sec.  3)  (/Jlr^^0*-^ — P*Vftf  ftP7" — ^  ^  1 . 

Unapproved  portable  cords  are  fastened  to  the  building,  supplying  electricity  to  lights  and/or  plugs.  EC  Sec.  21,  36,  37d.  All 
portable  electrical  cords  and  associated  plugs,  switches,  etc.  shall  be  removed. 

3.    Fuses  being  used  in  branch  circuits  are  oversized.  EC  Sec.  37a,  37b,  37c,  37d.  Install  'Type  S"  non-tamperable  fuses  of 
proper  size. 

(7S  Lighting fixture(s)  and  outlet(s)  CM^l  ^Bo*^  gg[fg^f(b)  (are)  (improperly  Installed) 

—  (defective)  (missing).  EC  Sec.  4, 37c.  Same  shall  be  (repaired)  (replaced)  (removed)  (or)  (and)  (outlet[s]  capped). 

5.  ^ Every  room  with  running  water  shall  have  (a)  wall  switch(es)  to  control  lighting  outlets.  HC  505. 

6.  Electrical  appliances  are  plugged  into  lighting  outlets  (in)  (at)  EC  Sec.  37a, 

'    37b,  37c.  Remove  appliance  or  install  approved  plug  receptable  under  permit  and  inspection  by  this  Division. 

ClJ  The  main  electrical  service  is  (obsolete)  (and)  (deteriorated)  (and)  (inadequate)  (and)  in  a  hazardous  condition.  Install  approved, 
^""^  enclosed,  "dead  front"  service  wiring  and  equipment,  adequate  for  the  load  served  under  permit  and  inspection  by  this  division. 
EC  Sec.  4,  37c.  5eE"  ©SLOixJ  , 

8.    Open  bare  wiring  at  fuse  panel  boards  to  be  enclosed  "Dead  Front".  EC  Sec.  3. 

(iO  Every  habitable  room  shall  have  at  least  one  (1)  electrical  plug  outlet  and  every  kitchen  shall  have  at  least  two  (2)  electrical 

—  plug  outlets.  HC  505.  Kitchen  plug  outlets  shall  be  wired  to  an  approved  "utility  circuit".  New  plugs  to  be  located  in  usable 
locations.  toJSfAl-L,    R£££Pr«ci- £T   f\fbc»JEr   Kir<-HeivJ  Osu^TtSTFL  APT  2  4-, 

10.  (Outlet)  (junction  box)  (panel)  cover(s)  (is)  (are)  missing_  EC  Sec.  36, 

37.  Install  missing  cover(s). 

1 1 .  Provide  egress  lighting  as  per  Building  Inspector's  report. 

1 2.  Inspection  of    Of^t^K    A^fi  Kj'M.fcAJ't'-^'       was  not  possible  at  the  time  of  inspection  and  further  investigation  may 
expose  items  requiring  maintenance  and/or  repair.  HC  308. 

The  items  of  correction  listed  herein  are  those  which  were  observed,  and  does  not  include  similar  violations  which  may  be  concealed 
and  become  evident  when  work  is  begun.  ' 

HOU5ET  PArOETL.,  tao/^Kd    SupPUCS   gRAA)<Lt-l  gjftCLUTS.    RpR    tQPT  S 
PAoOlder     /^sAof    CAUlULA-tlorOs,    f=&r<  MfllM  EUgc-f-*  ■s.gR.Ul^g"* 

irj  tfruse-  .   UJzpML  A  k[o  Sent-  IN  MeteK-S&CKEf  zS/x/QL- 

lt\)&TALL-  •^Mol<^T>EftF£j't*?iZS 


el-65.01-71  El€ctrk£l  Inspector 


105.3.8.3—105.3.8.6 


1995  SAN  FRANCISCO  BUILDING  CODE 


105.3.8.3  Financial  hardship.  In  any  case  of  extreme  financial  hardship,  the  Board 
may  grant  a  moratorium  to  correct  conditions  which  are  not  imminent  and  substantial 
hazards.  Such  a  moratorium  shall  be  granted  only  to  an  owner  occupant  of  a  single- 
or  two-family  dwelling  where  all  such  hazards,  as  found  by  the  Director,  have  been 
corrected.  The  decision  of  the  Board  in  any  case  in  which  a  moratorium  has  been 
granted,  as  set  forth  above,  shall  contain  the  duration  of  the  moratorium,  and  the 
conditions  for  its  termination.  A  copy  of  the  decision  granting  a  moratorium  shall  be 
recorded  in  the  office  of  the  Recorder  of  the  City  and  County  of  San  Francisco. 

105.3.8.4  Moratorium.  Notwithstanding  the  provisions  of  this  code  and  the  San 
Francisco  Housing  Code,  the  Abatement  Appeals  Board,  upon  the  written  appeal  of 
any  person,  may  grant  a  moratorium  from  enforcement  of  a  Director's  order  made 
pursuant  to  Section  102.6  of  this  code  for  the  property  which  is  the  subject  of  the 
order  in  order  to  prevent  displacement  of  low  and  moderate  income  persons  from 
affordable  housing,  if  the  Board  finds  that: 

1.  The  Director's  order  from  which  the  appeal  is  taken  was  issued  after  April  1, 
1986;  and 

2.  The  property  is  a  Group  R,  Division  1  (R-l)  building  as  defined  in  Section  3 10.1 
of  the  Building  Code;  and 

3.  The  building  was  constructed  prior  to  January  1,  1956;  and 

4.  The  condition  does  not  constitute  a  life  hazard  or  a  fire  hazard  as  defined  in 
Chapter  2  of  the  Building  Code;  and 

5.  The  condition  does  not  violate  the  San  Francisco  Fire  Code  or  any  code  other 
than  the  Building  and  Housing  Codes;  and 

6.  The  condition  does  not  affect  adequate  egress  from  the  building;  and 

7.  The  condition  does  not  endanger  the  life,  limb,  health,  property,  safety,  or 
welfare  of  the  public  or  the  occupants  of  the  building;  and 

8.  50%  or  more  of  the  households  living  in  the  building  are  paying  annual  rent 
equal  to  or  less  than  30%  of  the  annual  of  low  and  moderate  income  as  defined  in 
Section  104.5  of  the  Building  Code;  and 

9.  The  abatement  of  the  condition  will  have  a  reasonable  probability  of  resulting 
in  the  displacement  of  occupants  who  are  of  low  and  moderate  income  as  defined  in 
Section  104.5  of  the  Building  Code. 

105.3.8.5  Findings,  copy  of.  The  Board  shall  serve  the  property  owner,  and  the 
person  requesting  the  moratorium  if  other  than  the  property  owner,  by  sending  a  copy 
of  its  findings  and  decision  by  certified  mail  to  such  persons  at  their  last  known 
address.  A  copy  of  the  findings  and  the  decision  granting  a  moratorium  shall  be 
recorded  in  the  office  of  the  Recorder  of  the  City  and  County  of  San  Francisco. 

105.3.8.6  Moratorium  term.  The  maximum  term  of  the  moratorium  shall  be  10  years 
from  the  date  the  Board's  findings  and  decision  are  served  on  the  Director  of  Public 
Works.  At  any  time  during  the  pendency  of  a  moratorium  under  this  section,  any 
person,  including  the  Director,  may  request  that  the  Abatement  Appeals  Board  extend 
the  moratorium  for  one  or  more  five-year  periods  by  filing  a  written  request  with  the 
Secretary  of  the  Board.  The  Board  shall  hold  a  public  hearing  on  the  request  and  issue 
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separate  findings  and  a  decision.  Any  request  for  an  extension  of  the  moratorium  shall 
be  subject  to  the  notice  and  hearing  procedures  of  this  subsection.  In  order  to  extend 
the  moratorium,  the  Abatement  Appeals  Board  must  make  the  nine  findings  above. 

105.3.8.7  Rescind  moratorium.  At  any  time  during  the  pendency  of  a  moratorium 
under  this  section,  any  person,  including  the  Director,  may  request  that  the  Abatement 
Appeals  Board  rescind  the  moratorium  by  filing  a  written  request  with  the  Secretary 
of  the  Board.  The  Board  shall  hold  a  public  hearing  on  the  request  and  issue  separate 
findings  and  a  decision.  Any  request  for  a  recision  of  the  moratorium  shall  be  subject 
to  the  notice  and  hearing  procedures  of  this  subsection. 

105.3.8.8  Violations  listed.  The  moratorium  shall  apply  only  to  those  code  violations 
expressly  listed  therein.  All  other  violations  which  exist  and  are  not  so  listed  in  the 
findings  and  decision  granting  the  moratorium  shall  be  abated. 

1053.8.9  Duration.  Once  the  Board's  order  granting  a  moratorium  is  issued,  the 
building  is  no  longer  considered  a  nuisance  or  a  substandard  building  for  the  duration 
of  the  moratorium  with  respect  to  those  code  violations  expressly  listed  in  the  Board's 
findings  and  decision. 

105.3.9  Failure  to  comply.  Upon  the  failure  of  any  owner  to  comply  with  the  order 
of  the  Director  or  the  Abatement  Appeals  Board,  the  matter  shall  be  referred  within 
five  days  to  law  enforcement  authorities  of  the  City  and  County  of  San  Francisco  for 
appropriate  legal  action. 

105.3.10  Compensation.  The  members  of  the  Abatement  Appeals  Board  shall  serve 
without  compensation.  

105.4  Board  of  Examiners. 

105.4.1  Establishment.  There  is  hereby  created  a  Board  of  Examiners  consisting  of 
six  members  who  are  qualified  by  experience  and  training  to  pass  upon  matters 
pertaining  to  building  design  and  construction.  The  word  "Board"  whenever  used  in 
Sections  105.4  through  105.4.8  means  Board  of  Examiners.  Its  functions  shall  be: 

1.  To  determine  whether  specific  new  materials,  new  methods  and  types  of 
construction  comply  with  the  standards  of  safety  established  by  this  code;  and  to 
recommend  the  approval  or  disapproval  of  such  new  materials,  new  methods  and  types 
of  construction. 

2.  To  determine  whether  variances  from  the  requirements  of  this  code  should  be 
approved  for  specific  cases  where  new  materials,  new  methods  and  types  of  construc- 
tion are  not  involved,  and  where  the  enforcement  of  compliance  therewith  should  result 
in  unreasonable  hardship. 

3.  To  determine  reasonable  interpretations  of  the  provisions  of  this  code. 

4.  To  hear  appeals  from  the  condemnation  or  abatement  order  of  the  Director 
involving  construction  methods,  assemblies  or  materials  or  where  safety  is  involved. 
A  copy  of  the  findings  of  the  Board  of  Examiners  shall  be  forwarded  to  the  Abatement 
Appeals  Board. 

105.4.2  Definition.  The  term  "standard  of  safety,"  as  used  in  this  section,  shall  mean 
the  general  degree  of  safety  conforming  to  the  provisions  of  this  code  as  required  to 
safeguard  life  or  limb,  health  and  public  welfare. 
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Director  except  that  any  such  continuance  shall  not  exceed  30  days  and  there  shall  be 
only  one  such  continuance  allowed.  Subject  to  the  procedures  prescribed  by  the 
Director  for  the  orderly  conduct  of  the  hearing,  all  persons  having  an  interest  in  the 
building,  structure  or  property,  or  portion  thereof  complained  of,  or  having  knowledge 
of  facts  material  to  the  allegations  of  the  complaint,  may  present  evidence  material 
to  the  matter  for  consideration  by  the  Director. 

The  Director  may  designate  a  deputy  who  may  act  in  place  of  the  Director  as  the 
hearing  officer.  The  deputy  shall  have  the  same  authority  as  the  Director  to  hear  and 
decide  the  case  and  to  make  any  order  hereinafter  provided  for. 

102.5  Decision.  The  Director,  after  a  full  and  fair  consideration  of  the  evidence  and 
testimony  received  at  the  hearing,  shall  render  within  30  days  following  the  conclusion 
of  such  hearing,  a  decision  in  writing,  either  dismissing  the  proceedings,  or,  if  finding 
that  the  building,  structure  or  property,  or  a  portion  thereof,  is  an  unsafe  building  or 
property,  ordering  that  it  be  repaired,  altered,  vacated  and  altered  or  repaired,  or 
vacated  and  demolished. 

102.6  Contents  of  Order. 

102.6.1  Address.  The  order  shall  set  forth  the  street  address  of  the  building  or 
structure,  sufficient  for  identification.  It  shall  contain  a  statement  of  the  particulars 
which  render  the  building,  structure  or  property,  or  portion  thereof,  an  unsafe  building 
or  property  and  a  statement  of  work  required  to  be  done. 

102.6.2  Time.  The  order  shall  specify  the  time  within  which  the  premises  or  portion 
thereof  shall  be  vacated,  if  ordered,  and  the  time  within  which  the  work  required  is 
to  be  commenced,  which  time  shall  not  be  in  excess  of  60  days  from  the  date  of  the 
order.  The  order  shall  further  specify  a  reasonable  time,  not  to  exceed  six  months  from 
commencement,  within  which  the  work  shall  be  completed. 

102.6.3  Extension  for  start  Upon  written  application  of  the  owner  and  for  good 
cause  shown,  and  where  no  imminent  risk  to  life  and  property  is  present,  the  Director 
may  grant,  in  writing,  one  extension  of  time  not  to  exceed  90  days  within  which  the 
required  work  must  be  commenced. 

102.6.4  Extension  for  completion.  The  time  for  completion  may,  by  the  Director, 
be  extended  for  good  cause  shown,  except  that  such  extension  shall  not  exceed  90 
days.  Such  extension  shall  be  in  writing  upon  the  application  of  the  owner  and  shall 
be  limited  to  the  minimum  time  necessary  for  completion.  Only  one  such  extension 
may  be  allowed. 

102.7  Posting  and  Service  of  Order.  A  copy  of  the  order  to  repair,  alter,  vacate  and 
alter  or  repair,  or  vacate  and  demolish,  any  property,  building  or  structure,  or  portion 
thereof,  shall  be  posted  in  a  conspicuous  place  upon  the  building,  structure  or  property 
and  shall  be  served  in  the  manner  above  prescribed  in  the  case  of  the  notice  of 
hearing,  upon  all  persons  to  whom  the  notice  of  hearing  is  required  to  be  served,  and 
a  copy  shall  be  recorded  in  the  office  of  the  Recorder  of  the  City  and  County. 

102.8  Compliance,  Rescinding  Order.  When  the  property  or  building,  structure  or 
part  thereof,  which  was  found  to  be  unsafe,  has  been  found  to  comply  with  require- 
ments of  the  Director  as  to  rehabilitation,  alteration,  repair  or  demolition,  the  Director 
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shall  issue  and  record  in  the  office  of  the  Recorder,  an  order  rescinding  the  original 
order. 

102.9  Appeal  of  Order.  Any  person  may  appeal  from  an  order  of  the  Director  made 
pursuant  to  the  provisions  of  Section  102.6  and  shall,  at  the  hearing  provided  for  in 
Section  102.4  and  in  said  order,  be  apprised  of  the  right  of  appeal  to  the  Abatement 
Appeals  Board,  provided  that  the  appeal  is  made  in  writing  and  filed  with  the  Secre- 
tary of  the  Abatement  Appeals  Board  within  10  days  after  such  order  is  posted  and 
served.  The  10-day  limitation  shall  not  apply  when  any  type  of  a  moratorium  autho- 
rized in  this  subsection  is  sought.  Where  construction  methods,  assemblies  or  materials 
are  the  bases,  in  whole  or  in  part,  of  the  Director's  finding  that  the  premises,  building 
or  structure,  or  part  thereof,  is  unsafe,  the  Abatement  Appeals  Board  shall  refer  these 
matters  to  the  Board  of  Examiners  for  its  examination  and  determination  with  respect 
to  such  methods,  assemblies  or  materials  in  accordance  with  this  code  and  the  rules 
and  requirements  of  the  Board  of  Examiners. 

The  Board  of  Examiners  shall  approve  or  disapprove  such  methods,  assemblies  and 
materials,  and  may  attach  conditions  to  its  approval,  and  shall  forward  a  copy  of  its 
report  to  the  Abatement  Appeals  Board.  The  Abatement  Appeals  Board  shall  include 
in  its  decision  the  finding  of  the  Board  of  Examiners. 

102.10  Violation  —  Penalties  for  Disregarding  Order. 

102.10.1  Failure  to  comply.  The  owner  or  other  person  having  charge  and  control 
over  any  building,  structure  or  property,  or  portion  thereof,  determined  by  the  Director 
to  be  an  unsafe  building  or  property,  who  shall  fail  to  comply  with  any  order  to  repair, 
alter,  vacate  and  alter  or  repair,  or  vacate  and  demolish,  said  building  or  property,  shall 
be  guilty  of  a  misdemeanor  as  set  forth  in  Section  103. 

102.10.2  Failure  to  vacate.  The  occupant  or  lessee  in  possession  who  fails  to  comply 
with  the  order  to  vacate  said  building  or  portion  thereof  in  accordance  with  any  order 
given  as  provided  for  hereinabove  shall  be  guilty  of  a  misdemeanor  as  set  forth  in 
Section  103. 

102.10.3  Notice  removal.  Any  person  who  removes  any  notice,  complaint  or  order 
posted  as  required  hereinabove  shall  be  guilty  of  a  misdemeanor  as  set  forth  in  Section 
103. 

102.11  Costs  of  Abatement  by  City.  Whenever  the  Director,  pursuant  to  authority 
conferred  by  this  chapter,  shall  cause  a  building,  structure  or  property,  or  portion 
thereof,  to  be  barricaded  or  otherwise  secured,  to  be  repaired  or  altered,  or  to  be 
demolished  and  the  site  thereof  cleared,  by  the  Department  of  Public  Works  or 
pursuant  to  contract,  the  cost  thereof  shall  be  paid  from  the  "Repair  and  Demolition 
Fund"  and  assessed  against  the  property  upon  which  the  particular  building  or  structure 
is  located. 

102.12  Repair  and  Demolition  Fund.  A  special  revolving  fund,  to  be  known  as  the 
"Repair  and  Demolition  Fund,"  is  hereby  created  for  the  purpose  of  defraying  the  costs 
and  expenses  (including  Department  administrative  costs)  which  may  be  incurred  by 
the  Director  of  Public  Works  in  carrying  out  the  authority  conferred  by  this  chapter 
to  barricade  or  otherwise  secure,  and  to  repair,  alter,  demolish  and  clear  unsafe 
building,  structures  and  property. 
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APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 

« 

Laj   King  QxLBja    li   Appeal  Number  ^zJb<2A_  . 

Appellant 

The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,,  pursuant  to  Section 
203.1  of  the  Building  Code,  Part  IL  Chapter  L  of  the  San  Francisco  Municipal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  City  and  County  of  San  Francisco,  on    August-  R.   iqqr     '*<■■  ■  

(2)  The  affected  premises  are  located  at  a  §  ?  =  a  5 »  Filbert.   , 

San  Francisco.  They  contain      i  i  dwelling  units  and   4fi       rooming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 

I  wish  to  appeal  the  order  of  ahahPWPnt    in   rP^Hg  +r>  +fr9  baspmpnh 

units,    2A  &  2B-as  so  idpnt.ifipH  bg— tha  Cxfcjt  

Zj£*  -A  ;  


rite  Appeal  witn 
AbatementAopeals  Boarc 
,  .  1660  Mission  Street 
San  r rand sco.  CA  94102 
"K  No.  553-6454 

%  _58  .77  _ 


(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  be 
modified  or  reversed  by  this  board. 

See  Attachment   A.     /^<x^Zou^  —  ^vlaJ  &  Aa^l^^  ^  9^£>  .  ^  -^^Up^^S 


(Attach  additional  sheet(s)  if  necessary.) 

(5)  The  undersigned  is  the  owner/ agent,  (state  which)  of  the  premises  described  in 
Paragraph' (2)  above  852-858  Filbert  St.  . 

(6)  The  official  address  of  the  undersigned  is: 

640   Rrnnklyn    ivP. .  &7   


O^^nd.    PA  Q4fi0fi 


TeL  No.  510-444-1105 


.September   19,  1996- 


Date  Filed  Signature  (Print  Name  Below) 

Bill  Quan 

File  Abatement  Appeals  Board  (AAB). 

1660  Mission  Street  6th  Floor,  San  Francisco,  CA  94103.  TeL  (415)  558-6454 
ml/AAB-Fotm 


m  Francisco  Building  Code,  Section  203  (s)  provides  a3  follows: 

"...The  Abatement  Appeals  Board  shall  have  the  power  to  hear  and  decide  appeals  from  orders  of  abatement  after 
a  public  hearing  by  the  Director  of  Building  Inspection  made  pursuant  to  Sections  203  (f)  and  203  (I),  and  to  hear  direct 
appeals  as  set  forth  in  Section  203  (b). 

The  Abatement  Appeals  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  public  health,  safety  and 
welfare  are  secured  most  nearly  in  accordance  with  the  intent  and  purpose  of  this  code  and  the  Housing  Code. 

The  Abatement  Appeals  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director  is  not  reasonable 
in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential  property  is  in  non-compliance  with  this  code 
pursuant  to  Section  17299  and  24436.5  of  the  Revenue  and  Taxation  Code  of  the  State  of  California..." 

answer  the  following  questions.  Print  legibly. 

Your  relationship  to  the  property  involved  (owner,  owner's  agent,  contractor,  etc.): 

Qjg&e-E  '  g  gnn  and  age,n  t  :  ,  

When  was  the  work  done?  -  i±  began  at  an  unknown  date  prior  to   1961   and  continued  into 

the  late  1980s. 

Who  did  the  work?  Various  li^^^  ^  unlicensed  people,   some  unknown  to  current 
owner . 

Were  you  or  the  present  owner  in  ownership  or  possession  when  work  was  performed?  If  no,  explain  fi.e.,  date  property  , 
purchased  and  approximate  time  when  work  was  performed):  No,   not  prior  to  1961  when  the  property 

w^.q  purchased  bv  current  owner.  

What  was  the  extent  of  the  work  performed?  How  much  remains  to  be  done? 

a   cignifir.ru-   amount  of  work  was  performed.  Work  that  needs  to  be  done  is 


.  ..iat"^0your 'occupation?  If  retired,  what  was  your  occupation?  If  you  are  a  co-owner,  list  all  other  co-owners  and  their 
occupations,  prnpprfy  man^gpr  .anr|   j  hpramp  involved  with  this  property  around 

the  middle  of  1995.  

Do  you  own  other  properties  in  San  Francisco?    Yes  ,   ;  — 


If  yes,  do  any  of  these  properties  have  orders  of  abatement?  No  ■ 
Have  you  owned  property  in  San  Francisco  before?  No  


Were  you  aware  of  the  permit  requirements  for  this  work?  Mn 


Was  one  of  your  employees  negligent  in  regard  to  this  permit  application? 
■  Not  appl icable  


What  other  permits  have  you  been  granted  by  the  City?  Mnnp 


What  other  facts  do  you  want  the  Board  to  consider?    See  Attachment"  A 


(Continue  on  the  back  of  this  sheet  rt  you  need  more  space.) 
n  under  penalty  of  perjury  and  the  laws  of  the  State  of  California  that  the  foregoing  is  true  and  correct, 
cipleted:  September  1  9  ,  1996    Signature: 

I  y IP-  '  1/0$   Print  Name:      Bj  1  1  Oiian  

.frm)  Title  (owner,  contractor,  etc.):  .  Owner  '  s  ^gen-t-   


ATTACHMENT  A 


The  two  basement  units,   identified  as  2A  and  2B  in  the 
attached  1988    "Notice  of  Violation",    have  been  used  as 
affordable  housing  since  at   least   1975.   Enclosed  are  letters 
from  a   long  time  tenant  and  the  family's  plumber  that  support 
this.   No  one  who  has  every  lived  in  the  units  or  any 
neighbor   that  we  are  aware  of  has  ever  complained  about 
the  basement  units.     Additionally,   since  the  violation  notice 
the  alleged  significant  electrical  and  smoke  detector 
problems  have  been  corrected,   albeit  admittedly  without  going 
through  the  City's  permitting  process.     Typically,   the  people 
who  have  rented  the  units  have  been  newly  arrived  immigrants 
from  Asia,  oftentimes  with  pre  school  children.  These 
renters  have  always  fallen  under   the  definition  of  a  low 
income  family.     The  basement  units  are  in  an  apartment 
building  with  nine  other  units.   We  believe  that  the  basement 
units  satisfy  the  nine  moratorium  criteria  under  Section 
105.3.8.4  of  the  San  Francisco  Building  Code  and  we  are 
entitled  to  and  are  requesting  it.   This  is  necessary  to 
prevent  the  removal  of  additional  affordable  housing  from  the 
City  because  under  today's  planning  code  the  units  cannot  be 
legalized  due  to  the  insufficient  lot  size  of  the  property  on 
which  the  units  are  located.   Beyond  that,   the  Director's 
order  should  be  reversed  as  it  is  not  in   keeping  with  what  we 
understand  to  be  current  City  enforcement  policy  on  alleged 
illegal   in-laws:   action  would  be  taken  only  in  cases  of  a 
complaint  by  the  resident  or   neighbors.  That  is  not  the  case 
here  . 
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July   11,  1996 
Oscar  Williams 

Department  of  Building  Inspection  (DBI) 
City  and  County  of  San  Francisco 
1660  Mission"  St.,   6th  Floor 
San  Francisco,   CA .  94103 

RE:    DBI's  June  26,    1996    "Final   Warning"   for   852  Filbert  St. 
Dear  Mr.  Williams: 

This  is  in  response  to  the  subject  warning.    I   have  enclosed 
statements  from  a  tenant  at  the  subject  building,   Ms.  Ann 
Bonzani ,   and  our  plumber ,   Mr .   Paul  Paraventi  of  Servadei 
Service,   Inc.,   that  people  were  already  living  in  basement 
units  2A  and  2B  for  quite  some  time,   at  least  13  years  prior 
to  your  department's  inspection  of  them  in  1988. 

Considering  the  fact  that  the  basement  units  have  been  used 
for  an  extremely  long  period  of  time  and  that  no  problems  of 
the  sort  as  in  the  violation  notice  have  ever  been  reported, 
we  think  that  in  all  fairness  DBI  should  withdraw  its  "Final 
Warning"   and  close  its  file  on  852  Filbert  St.     After  all 
there  are  probably  a  lot  of  other  similar  units  that  DBI  has 
not  targeted.   Also,   my  husband,   who  passed  away  in  1994  (see 
enclosed  document),   handled  all  these  matters;   when  he  did 
not  mention  anything  subsequent  to  the  1988  DBI   inspection  I 
assumed  everything  was  fine.   It  is  my  understanding  that  DBI 
did  not  follow  up  on  its  inspection  because  the  paperwork  was 
apparently  misplaced  for   nearly  eight  years.   I  feel  that  with 
so  much  time  having  passed  it  puts  us  in  somewhat  of  a 
disadvantage  in  terms  of  providing  documentation  on  people 
living  in  the  basement  units.     Fortunately,   we  do  have 
statements  from  Ms.     Bonzani  and  Mr.  Paraventi.  And  I  hope 
that  this  is  sufficient  to  close  the  file. 

If  you  have  any  questions  regarding  this  letter  ,  please  feel 
free  to  call  my  son  Bill  at  510-444-1105 


S i ncer ely  , 


D8I3  .DOC 


July  2,  1996 


Oscar  Williams,   Housing  Inspector 
Department  of  Building  Inspection 
City  and  County  of  San  Francisco 
1660  Mission  St.,   6th  Floor 
San  Francisco,   CA  .  94103 


Dear  Mr.  Williams: 

This  is  in  regard  to  the   "   Final  Warning",   dated  6-28-96, 
that  you  sent  to  the  Quan  Family  Trust  at  1842  Mason  St. 
regarding  an  inspection  that  was  done  back  on  1-26-88  by  your 
department  of  their  property  at  852  Filbert  St.  The 
inspection  issue  is  the  supposed  legality  of  the  basement 
units,   designated  2A  and  2B ,   that  were  inspected. 

I  wish  to  inform  you  that  I   have  been  a  resident  of  the  above 
Filbert  building  since  1927;   that  since  at   least  around  1975 
people  have  lived  in  the  above  basement  units  continuously. 
Also,   I  am  the  only  tenant  left  in  the  building  who  has  such 
knowledge . 

If  you  should  get  this  letter  before  July  17th  you  may  call 
me  at  474-2390.   After  that  date  I  will  be  abroad  to  help  take 
care  of  seriously  ill  relatives.   From  July  17th  thru  the  31st 
and  September   1st  thru  the  15th  I  will  be  in  London  and  may 
be  reached  at  011-44-1-71-274-8024.   During  the  month  of 
August  I  will  be  in  Italy  and  may  be  reached  at  011-39-525- 
98326.   Please  call  me  if  you  have  any  questions  regarding 
this  letter . 


Sincerely , 


856  Filbert  3Rf. 
San  Francisco,   CA .  94133 
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City  and  County  o^San  Francisco  AVrilr^A  Office  of  the  Deputy  Director 


Department  of  Building  Inspection        («(  <fHllir  Kl  F0R  Inspection  Services 

MEMORANDUM 

DATE:         October  11,  1996 

TO:  Honorable  Members  of  the JE^uilding  Inspection  Commission 

D  •  /  0  FROM:        William  Wong,  Deputy  Director  and  Department  Represel^ixfe^lo^tlieS^ard 


SUBJECT:  Abatement  Appeals  Board:  Meeting  of"  October  16, 1996^  Transmittal  of 
j  Documents 

I  am  providing  the  following  documents  for  the  October  2,  1996  Abatement  Appeals  Board 
meeting: 

1.  Agenda 

2.  Temporary  Rules  and  Procedures  for  Abatement  Appeals  Board  and  Staff  dated 
March  7,  1995. 

3.  Section  105.3  of  the  San  Francisco  Building  Code  titled  "Abatement  Appeals 
Board." 

4.  Minutes  of  the  July  3,  1996  and  September  4,  1996  meetings  of  the  Abatement 
Appeals  Board.  -f.i^A  <A.*<Aer 

5.  Individual  case  summaries  for  your  review. 

Please  feel  free  to  call  me  if  you  have  any  questions  or  desire  additional  information.  Ilene 
Dick,  Deputy  City  Attorney,  may  be  reached  at  554-3920.  Thank  you. 
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NOTICE  OF  MEETING 
Wednesday  ^October  16, 1996  at  1:00  p.m. 
War  Memorial  Building,  401  Van  Ness  Avenue,  4th  Floor,  Room  428 


SAN  FRANCISCO 
PUBLIC  LIBRARY 


FOR  THIS  MEETING  OF  THE  ABATEMENT  APPEALS  BOARD  and  until  such  time  as  a  policy  is  formally 
adopted,— it  is  the  interim  cooperative  intent  of  the  Abatement  Appeals  Board  of  the  City  & 
County  of  San  Francisco  that,  at  the  point  so  designated  as  Public  Comment  on  the  following 
Calendar,  members  of  the  public  may  address  the  Board  on  items  of  interest  to  the  public  that 
are  within  the  subject  matter  jurisdiction  of  the  Board—excepting  calendar  items.  With 
respect  to  calendar  items,  the  public's  opportunity  to  address  the  Board  will  be  afforded  when 
the  item  is  reached  in  the  meeting.  Each  member  of  the  public  may  address  the  Board  for  up  to 
three  minutes.  If  it  is  demonstrated  that  comments  by  the  public  will  exceed  15  minutes,  the 
chairperson  may  continue  Public  Comment  to  another  time  during  the  meeting. 

Please  see  attachment  for  the  Board  interim  cooperative  intent  on  accessibility  to  its 
meetings. 

A.  CALL  TO  ORDER  and  ROLL  CALL: 

B.  OATH:    All  parties  giving  testimony  before  this  Board  today  will  rise,  raise  their  right 
hands  and  be  sworn. 

C.  APPROVAL  OF  MINUTES:  for  meeting  held  on  July  3, 1996  and  September  4, 1996. 

D.  CONTINUED  HEARING(s):  Order  of  Abatement 

1.  CASE  NO.  6619:     345  Valley  Street 

Owner  of  Record:       Richard  &  Jean  McDonald  Tr.,  c/o  Richard  &  Jean  McDonald, 
620  Huntleigh  Dr.,  Lafayette,  CA  94549 

Cindy  McDonald,  345  Valley  Street,  San  Francisco,  CA  94131 

BASIS  OF  APPEAL:  Owner/occupant  was  unaware  of  permit  requirements.  There  has  been 
substantial  compliance  with  the  Order  of  Abatement,  i.e.  submitted  permit  application 
within  thirty  (30)  days. 


MEMBERS  OF  THE  BOARD 

Robert  Davis,  President 
Armando  Vasquez,  Vice  President 
Bobbie  Sue  Hood,  Member 
Sigmund  A.  Freeman,  Member 
Roy  M.  Guinnane,  Member 
Eileen  Hansen,  Member 
Jamie  Sanbonmatsu,  Member 


DEPARTMENT  REPRESENTATIVES 

William  Wong  (415)  558-6139 
Teresita  Sulit         (415)  558-6267 

CITY  ATTORNEY'S  OFFICE  REPRESENTATIVE 

Ilene  Dick  (415)  554-3920 

COURT  REPORTER:  Doris  Levine  (415)  456-9899 
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ACTION  REQUESTED:  MODIFY  the  Order  of  Abatement,  by  continuing  the  time  period  for 
compliance. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the 
terms  and  conditions  of  the  Order  of  Abatement. 

2.  CASE  NO.  6620:        136-138  5th  Avenue 

Owner  of  Record:     Mike  C.Y.  &  Deborah  M.  Lew,  1501  Lake  Street,  San  Francisco, 
CA  94118 

Mike  C.  Y.  Lew  Revocable  Tr.,  c/o  Mike  C.  Y.  Lew,  1501  Lake 
Street,  San  Francisco,  CA  941 18 

BASIS  OF  APPEAL:  Compliance  with  Notice  of  Violation  has  been  deferred  due  to 
disability  of  owner. 

ACTION  REQUESTED:  Modify  Order  of  Abatement  to  extend  time  for  compliance  to  a  minimum 
of  sixty  (60)  days. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the 
terms  and  conditions  of  the  Order  of  Abatement. 


3.  CASE  NO.  6622:        852-858  Filbert  Street 

Owner  of  Record:     The  Survivors  Trust,  c/o  Lai  King  Quan,  1842  Mason  Street, 
San  Francisco,  CA  94133 

Bill  Quan,  640  Brooklyn  Avenue,  #7,  Oakland,  CA  94606 

BASIS  OF  APPEAL:  Two  illegal  ground  floor  units  are  occupied  by  low-income  families 
and  units  have  been  in  existence  for  over  20  years. 

ACTION  REQUESTED:  Grant  Moratorium  pursuant  to  BC  105.3.8.4  on  two  (2)  illegal  units. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the 
terms  and  conditions  of  the  Order  of  Abatement. 


E.  PUBLIC  COMMENT 


F.  ADJOURNMENT 


•I 
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KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 

(Chapter  67  of  the  San  Francisco  Administrative  Code) 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public. 

Commissions,  boards  councils  and  other  agencies  of  the  City  and  County  exist  to  conduct 
the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted  before  the  people 
and  that  City  operations  are  open  to  the  people's  review. 


FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER  THE  SUNSHINE^ 
ORDINANCE  OR  TO  REPORT  A  VIOLATION  OF  THE  ORDINANCE,  CONTACT  THE 
SUNSHINE  ORDINANCE  TASK  FORCE  AT  554-6075. 


P:tds\10-16-96.aab) 
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ACCESSIBLE  MEETING  INFORMATION  POLICY 


To  allow  individuals  with  environmental  illness  to  attend  the  meeting,  individuals  are  requested 
to  refrain  from  wearing  perfume  or  other  chemically  based  products.  __ 

The  meeting  will  be  held  at  the  War  Memorial  Building,  located  at  401  Van  Ness  Avenue  (across 
the  street  from  City  Hall),  4th  Floor,  Room  428.  The  closest  accessible  BART  station  is  the  Civic 
Center  Station  at  8th  (at  the  United  Nations  Plaza)  and  Market  Streets. 

Accessible  MUNI/Metro  lines  servicing  this  location  are  the  J-Church,  K-Ingleside,  L-Taraval,  M- 
Ocean  View,  and  N-Judah  at  Van  Ness  and  Civic  Center  Stations;  9-San  Bruno,  71-Haight,  and 
42-Downtown  bus  lines.  For  information  about  MUNI  accessible  services  call  (415)  923-6142. 


I  *^e  Commission  meeting  room  is  wheelchair  accessible.  Accessible  curb  side  parking  spaces  have 
een  designated  on  the  Van  Ness  Avenue  and  McAllister  Street  perimeters  of  City  Hall  for 
mobility  impaired  persons.    There  is  accessible  parking  available  within  the  Civic  Center 
Underground  Parking  Garage  at  the  corner  of  McAllister  and  Polk  Streets,  and  within  the 

Performing  Arts  Parking  Garage  at  Grove  and  Franklin  Streets. 


Assistive  Listening  devices  will  be  available  at  the  meeting. 


A  sign  language  interpreter  will  be  available  upon  request.  Please  contact:  Teresita  Sulit  at 
(415)  558-6267  at  least  72  hours  in  advance  of  the  meeting. 


Minutes  of  the  meeting  are  available  in  large  print/tape  form  and/or  readers  upon  request.  If 
you  require  use  of  a  reader,  please  contact  the  Recording  Secretary,  Teresita  Sulit  at 
(415)  558-6267  at  least  72  hours  in  advance  of  the  meeting  to  request  this  service. 


PUBLIC  COMMENT  POLICY 


SECTION  67.16  OF  THE  SAN  FRANCISCO  ADMINISTRATIVE  CODE 
PUBLIC  TESTIMONY  AT  REGULAR  AND  CERTAIN  MEETINGS. 

(a)  Every  agenda  for  regular  meetings  shall  provide  an  opportunity  for  members  of  the  public  to 
directly  address  a  policy  body  on  items  of  interest  to  the  public  that  are  within  the  policy 
body's  subject  matter  jurisdiction,  provided  that  no  action  shall  be  taken  on  any  item  not 
appearing  on  the  agenda  unless  the  action  is  otherwise  authorized  by  Section  67.7(e)  of  this 
article.  However,  in  the  case  of  a  meeting  of  the  Board  of  Supervisors,  the  agenda  need  not 
provide  an  opportunity  for  members  of  the  public  to  address  the  Board  on  any  item  that  has 
already  been  considered  by  a  committee,  composed  exclusively  of  members  of  the  Board,  at 
a  public  meeting  wherein  all  interested  members  of  the  public  were  afforded  the  opportunity 
to  address  the  committee  on  the  item,  before  or  during  the  committee's  consideration  of  the 
item,  unless  the  item  has  been  substantially  changed  since  the  committee  heard  the  item,  as 
determined  by  (he  Board. 

(b)  Every  agenda  for  special  meetings  at  which  action  is  proposed  to  be-taken.on  an  item  shall 
provide  an  Opportunity  for  each  member  of  the  public  to  directly  address  the  body  concerning 
that  item  prior  to  action  thereupon. 


(c)  A  policy  body  may  adopt  reasonable  regulations  to  ensure  that  the  intent  of  Subdivisions  (a) 
and  (b)  are  carried  out,  including,  but  not  limited  to,  regulations  limiting  the  total  amount  of 
time  allocated  for  public  testimony  on  particular  issues  and  for  each  individual  speaker.  Each 
policy  body  shall  adopt  a  rule  providing  that  each  person  wishing  to  speak  on  an  item  before 
the  body  at  a  regular  or  special  meeting  shall  be  permitted  to  be  heard  once  for  up  to  three 
minutes. 

(d)  A  policy  body  shall  not  abridge  or  prohibit  public  criticism  of  the  policy,  procedures,  programs 
or  services  of  the  City,  or  any  other  aspect  of  its  proposals  or  activities,  or  of  the  acts  or 
omissions  of  the  body,  on  the  basis  that  the  performance  of  one  or  more  public  employees  is 
implicated,  or  on  the  basis  other  than  reasonable  time  constraints  adopted  in  regulations 

pursuant  to  Subdivisions  (c)  of  this  section.  (Added  by  Ord.  265-93,  App.  8/18/93) 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414  DOCUMENTS  DEPV, 

OCT  1  2  1996 

TEMPORARY  RULES  AND  PROCEDURES  FOR       SAN  FRANO!sco 
ABATEMENT  APPEALS  BOARD  AND  STAFF        public  library 


REVISED  MARCH  7, 1995 


A.  PROCEDURAL  GUIDELINES 

Pursuant  to  Section  203(t).2  of  the  San  Francisco  Building  Code,  the  Director  of  Building 
Inspection  shall  serve  as  the  Secretary  of  the  Abatement  Appeals  Board  (AAB).  As  is 
traditional,  the  Director  shall  appoint  a  member  of  her/his  staff  to  serve  as  representative 
Secretary  to  the  Board  to  perform,  in  the  Director's  stead,  the  duties  of  coordinating  the 
functions  of  the  Abatement  Appeals  Board,  with  the  assistance  of  such  inspection  and 
clerical  staff  as  may  be  necessary  to  fully  inform  the  Board  of  the  Department  of  Building 
Inspection's  foundation  for  any  appealed  Order  of  Abatement  and  to  process  timely  all 
attendant  notifications  and  subsequent  determinations. 

The  following  temporary  procedural  guidelines—adopted  by  the  Building  Inspection 
Commission  [Resolution  No.  BIC-0042.95]  at  its  regular  meeting  on  March  7,  1995—will 
govern  the  conduct  of  the  Board's  business  es  provided  in  Section  203(t).l-8  of  the  San 
Francisco  Building  Code,  and  as  further  explained  in  the  Rules  and  Regulations  of  the 
Abatement  Appeals  Board  that  follow  these  guidelines,  until  such  time  as  the  City  Attorney 
approves  the  guidelines  as  to  form.  Refer  also  to  the  flowchart  of  procedures. 

B.  GENERAL  DISCUSSION 

In  order  to  speed  along  the  resolution  of  the  tremendous  backlog  of  cases,  the  Director  will 
develop  guidelines  for  reviewing  and  resolving  outstanding  cases,  including  but  not  limited 
to  the  following.  These  guidelines  will  be  published  and  sent  to  all  of  the  appellants,  owner 
of  record,  complainant  if  known,  and  building  tenants: 

The  goal  is  to  deal  with  the  infringements  expediently  and  fairly.  To  this  end,  the 
original  inspector,  if  still  in  the  Department  of  Building  Inspection,  will  follow  the 
case  through  to  the  Abatement  Appeals  Board  and  its  resolution.  The  Director  will 
seek  to  establish  a  method  of  encouraging  or  rewarding  inspectors  for  obtaining 
closure  on  the  cases. 


After  the  initial  report,  the  inspector  will  identify  which  code  items  are  blatant  (such 
as  construction  without  a  permit,  faulty  electrical  or  gas  service,  etc.)  The  Director 
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will  take  action  on  these  immediately  by  posting  a  notice  that  the  Department  will 
make  the  repairs  and  bill  the  owner  if  work  is  not  performed  by  a  given  date. 

If  the  appellant  still  avoids  correcting  the  problem,  and  submits  the  matter  to  the 
Abatement  Appeals  Board,  then  the  appellant,  if  financially  able,  must  submit  a  letter 
explaining  the  reason  for  the  appeal  and  complete  a  form  supplied  by  the  Department 

The  goal  is  to  do  as  much  as  possible  to  avoid  the  need  for  rulings  by  the  Abatement 
Appeals  Board.  Ideally,  the  staff  and  the  Director  will  be  empowered  to  make 
decisions  which  enforce  the  code  similar  to  the  manner  in  which  they  operate  during 
construction  projects.  In  other  words,  they  need  a  carrot  and  a  stick:  during 
construction  projects,  the  carrot  is  the  Occupancy  Permit,  and  the  stick  is  the  ability 
to  keep  adding  violations  if  the  project  sponsor  fails  to  respond  in  a  reasonable 
manner. 

In  general,  the  Abatement  Appeals  Board  will  avoid  continuing  cases  by  having  the 
homework  described  above  done  in  advance.  For  example,  it  will  not  have  to  argue 
about  whether  or  not  to  release  appellants  from  code  requirements  at  the  public 
hearing,  because  the  Abatement  Appeals  Board  and  the  Building  Inspection 
Commission  do  not  have  the  authority  to  waive  code  requirements,  only  to  rule  on 
items  which  are  ambiguous  (e.g.,  as  what  code  was  in  effect  at  the  time  of  the 
inspection). 

C       FILING  AND  NOTIFICATION  OF  APPEALS 

1 .  The  appellant  shall  complete  the  "Questionnaire  for  Appeal  Form"  supplied  by 
the  Department,  attach  supporting  documentation,  and  pay  all  fees. 

2.  The  representative  Secretary  to  the  Abatement  Appeals  Board  shall  review  all 
appeals  prior  to  accepting  them.  The  appellant  will  be  advised  as  to  what 
issues  are  subject  to  separate  review  by  the  Board  of  Examiners,  Access 
Appeals  Commission,  or  Board  of  Permit  Appeals,  prior  to  filing  with  the 
Abatement  Appeals  Board. 

<■ 

a.  If  code  rulings  are  required  by  the  Board  of  Examiners  in  order  for  the 
Abatement  Appeals  Board  to  rule,  then  the  appellant  shall  apply  to  (and 
pay  fees  set  by)  the  Board  of  Examiners  about  the  specific  issue(s) 
within  their  purview.  Attach  a  copy  of  receipt  as  proof  of  filing. 
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b.  If  rulings  are  required  by  the  Access  Appeals  Commission  in  order  for 
the  Abatement  Appeals  Board  to  rule,  then  the  appellant  shall  apply  to 
(and  pay  fees  set  by)  the  Access  Appeals  Commission  about  specific 
issues  within  their  purview.  Attach  a  copy  of  receipt  as  proof  of  filing. 

3.  When  accepted  for  filing,  the  appellant,  owner  of  record,  complainant  (if 
known)  and  building  tenants  shall  be  notified  in  writing  of  all  hearings. 

D       DEPARTMENTAL    PREPARATION    FOR    ABATEMENT  APPEALS 
HEARINGS 

1.  The  Housing  Manager  shall  be  responsible  for  preparing  all  housing  related 
cases.  The  Building  Inspection  Manager  shall  be  responsible  for  preparing  all 
other  building/construction  (building,  electrical,  plumbing)  related  cases.  All 
case  files  will  then  be  forwarded  to  the  Secretary  at  least  ten  working  days 
before  the  scheduled  hearing  date.  (See  also  D3) 

2.  The  original  inspector  or  Departmental  staff  assigned  to  present  the  case  to  the 
Abatement  Appeals  Board  shall  make  a  site  inspection  within  thirty  days  of 
hearing  date,  perform  the  necessary  research  and  make  a  written 
recommendation  to  the  Abatement  Appeals  Board,  via  the  Director.  The 
owner  is  responsible  to  pay  for  this  site  inspection  (reinspection  fee,  San 
Francisco  Building  Code  Section  305(f)(g). 

3.  The  Secretary  will  prepare  the  case  files  and  forward  summary  materials  on 
each  case  to  all  Abatement  Appeals  Board  members  at  least  five  working  days 
before  the  scheduled  hearing  date. 

E       HEARING  PROCEDURES  AND  CONDUCT 

■  1 .  At  the  hearing,  a  Department  staff  will  give  a  history  of  the  case  and  will  read 
into  the  record  any  written  testimony  from  the  City  or  from  other  interested 
people  or  groups. 

2.  The  appellant  and  anyone  else  present  to  speak  on  the  issue,  will  then  be  given 
the  opportunity  to  speak  for  no  more  than  3  minutes  each.  Questions  from 
Commissioners  will  be  held  until  after  the  public  speaks. 
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3.  The  Secretary  will  read  the  Department's  recommendation  and  will  advise  the 
Board  of  their  options,  i.e.,  grant  appeal,  deny  appeal,  reverse  Director's  Order, 
add  more  time  to  order,  give  lifetime  moratorium,  etc. 

4.  The  Abatement  Appeals  Board  will  render  an  oral  decision  at  the  hearing  if 
there  is  a  majority  vote.  A  tie  or  no  majority  will  result  in  denying  the  appeal. 
The  Secretary  will  then  prepare  a  written  description  of  the  Abatement 
Appeals  Board's  ruling.  This  written  decision  will  be  binding.  The  Secretary 
shall  properly  notify  all  necessary  parties  of  the  decision  in  writing. 

F       DEPARTMENT   FOLLOW-THROUGH   AND   REFERRALS   TO  THE 
BUILDING  INSPECTION  COMMISSION  AND  THE  CITY  ATTORNEY 

1 .  Thereafter,  the  Director  will  use  all  available  means  to  enforce  the  Abatement 
Appeals  Board's  decision. 

2.  If  the  owner  still  refuses  to  comply,  the  inspector  will  list  the  order  of  priority 
of  the  code  violations,  subject  to  the  approval  of  the  Director.  The  Director 
will  present  the  proposal  to  the  Building  Inspection  Commission  which  will 
make  the  final  determination  of  the  order  of  priority.  If  no  other  resolution  can 
be  achieved,  the  case  will  be  forwarded  to  the  City  Attorney. 

3.  The  Abatement  Appeals  Board  and  the  Department  are  charged  with  doing 
everything  within  their  power  to  enforce  the  code  quickly  and  fairly  for  the 
good  of  owners,  tenants,  and  the  Department  staff. 

Especially  important  in  this  process  is  the  concept  that  the  inspectors  will  be 
recognized  or  rewarded  in  some  way  for  achieving  resolution  of  cases  within 
two  months  of  first  becoming  aware  of  the  code  violations  Or  receiving  a 
complaint. 
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;in  Francisco  Building  Code,  Section  203  (s)  provides  as  follows: 

"...The  Abatement  Appeals  Board  shall  have  the  power  to  hear  and  decide  appeals  from  orders  of  abatement  after 
a  public  hearing  by  the  Director  of  Building  Inspection  made  pursuant  to  Sections  203  (f)  and  203  (1).  and  to  hear  direct 
appeals  as  set  forth  in  Section  203  (b). 

mjhe  Abatement  Appeals  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  public  health,  safety  and 
welfare  are  secured  most  nearly  in  accordance  with  the  intent  and  purpose  of  this  code  and  the  Housing  Code. 

The  Abatement  Appeals  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director  is  not  reasonable 
in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential  property  is  in  non-compliance  with  this  code 
pursuant  to  Section  17299  and  24436.5  of  the  Revenue  and  Taxation  Code  of  the  State  of  California..." 

I  answer  the  following  questions.  Print  legibly. 

Your  relationship  to  the  property  involved  (owner,  owner's  agent,  contractor,  etc.): 

When  was  the  work  done?  _  .  

Who  did  the  work?   :  

Were  you  or  the  present  owner  in  ownership  or  possession  when  work  was  performed?  If  no.  explain  (i.e.,  date  property 
purchased  and  approximate  time  when  work  was  performed):   _  

What  was  the  extent  of  the  work  performed?  How  much  remains  to  be  done? 

What  is  your  occupation?  If  retired,  what  was  your  occupation?  If  you  are  a  co-owner,  list  all  other  co-owners  and  their 
occupations.   ,  

_bo  you  own  other  properties  in  San  Francisco?   :  

If  yes,  do  any  of  these  properties  have  orders  of  abatement?  

Have  you  owned  property  in  San  Francisco  before?  

Were  you  aware  of  the  permit  requirements  for  this  work?  __  _  

Was  one  of  your  employees  negligent  in  regard  to  this  permit  application? 

What  other  permits  have  you  been  granted  by  the  City?    

What  other  facts  do  you  want  the  Board  to  consider?   :   


(Continue  on  the  back  of  this  sheet  it  you  need  more  space, 
e  under  penalty  of  perjury  and  the  laws  of  the  State  of  California  that  the  foregoing  is  true  and  correct. 

ompleted:    Signature:   .  

  Print  Name:   


frm)  Title  (owner,  contractor,  etc.): 
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When  requested  to  do  so  by  any  party  or  parties  in  writing,  the  reporter  must, 
within  a  reasonable  time  after  the  request  has  been  made,  transcribe  such  specific 
portions  as  may  be  requested  and  certify  to  the  same  as  being  correctly  reported  and 
transcribed.  The  fee  for  such  transcription  shall  be  at  the  expense  of  the  party 
requesting  the  transcript  and  the  fee  shall  be  as  prescribed  by  Government  Code 
Section  69950. 

105.2.8  Decisions  by  resolution.  Every,  decision  and  recommendation  of  the  commis- 
sion shall  be  by  resolution,  which  shall  be  retained  as  part  of  the  commission's  official 
records.  A  copy  shall  be  mailed  to  the  appellant. 

105.2.9  Building  Inspection  Fund.  All  fees  collected  pursuant  to  Section  107  and 
110  —  Access  Appeals  Commission  Filing  Fee  —  shall  be  deposited  into  a  special 
Building  Inspection  Fund  established  by  the  City  Controller  pursuant  to  Section 
10. 117-78  of  the  San  Francisco  Administrative  Code.  Funds  from  this  special  fund 
shall  be  used  by  the  Department,  subject  to  the  approval  of  the  Director  and  the 
Building  Inspection  Commission,  to  defray  the  costs  incurred  for  personnel,  supplies, 
and  equipment  in  hearing  and  deciding  the  appeals  brought  pursuant  to  Section  105.2 
of  this  code,  and  maintaining  records  and  disseminating  information  concerning  said 
appeals. 

105.2.10  Waiver  of  fee.  An  exemption  from  paying  the  Access  Appeals  Commission 
Filing  Fee  specified  in  Section  1 10,  Table  1-K,  may  be  granted  upon  the  appellant's 
filing  with  the  department  a  declaration  of  indigence  under  penalty  of  perjury.  The 
declaration  shall  be  made  on  a  form  provided  by  the  department  and  shall  be  accompa- 
nied by  such  documentary  proof  as  the  Director  shall  require. 

1053  Abatement  Appeals  Board. 

1053.1  Establishment  There  is  hereby  established  an  Abatement  Appeals  Board, 
consisting  of  the  seven  members  of  the  Building  Inspection  Commission,  who  pass 
upon  matters  pertaining  to  housing,  building  and  construction.  The  word  "Board" 
whenever  used  in  Sections  105.3  through  105.3.10  shall  mean  the  Abatement  Appeals 
Board. 

1053.2  Membership.  Members  of  the  Abatement  Appeals  Board  shall  be  the 
Building  Inspection  Commission  appointed  as  prescribed  by  City  Charter. 

The  Director  or  designee  shall  act  as  Secretary  to  the  Abatement  Appeals  Board. 

10533  Powers.  The  Board  shall  have  the  power  to  hear  and  decide  appeals  from 
orders  of  abatement  after  public  hearing  by  the  Director  of  Building  Inspection  made 
pursuant  to  Sections  102.6  and  102.9,  and  to  hear  direct  appeals  as  set  forth  in  Section 
1033,  excepting  cases,  involving  disabled  access  and  adaptability  which  shall  be  heard 
by  the  Access  Appeals  Commission  pursuant  to  Section  105.2.  See  Section  110, 
Table  1-K  —  Abatement  Appeals  Board  Hearing,  Filing  Fee  —  for  applicable  fee. 

The  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  public 
health,  safety  and  public  welfare  are  secured  most  nearly  in  accordance  with  the  intent 
and  purpose  of  this  code  and  the  Housing  Code. 

The  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director 
is  not  reasonable  in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential 


i 


1995  SAN  FRANCISCO  BUILDING  CODE 


105.3.3—105.3.8.2 


property  is  in  non-compliance  with  this  code  pursuant  to  Section  17299  and  24436.5 
of  the  Revenue  and  Taxation  Code  of  the  State  of  California. 

1053.4  Procedure.  The  Board  shall  establish  reasonable  rules  and  regulations  for 
its  own  procedures  consistent  with  the  provision  of  this  code  and  the  City  Charter.  The 
Board,  by  majority  vote,  shall  choose  its  officers  which  shall  consist  of  the  President, 
Vice  President  and  Secretary. 

105.3-5  Quorum.  Four  members  of  the  Abatement  Appeals  Board  shall  constitute 
a  quorum.  Any  action  of  the  Board  shall  require  the^  concurrence  of  four  members. 
No  member  of  the  Board  shall  pass  upon  any  case  in  which  the  member,  or  any 
company  or  corporation  of  which  the  member  is  a  shareholder  or  holds  an  interest 

1053.6  Hearings.  All  hearings  of  the  Abatement  Appeals  Board  shall  be.  public 
hearings.  Within  10  days  after  the  filing  of  the  appeal,  the  Abatement  Appeals  Board 
shall  fix  the  time  and  place  of  a  hearing  thereon.  Such  hearing  shall  be  open  and 
public  and  the  time  thereof  shall  not  be  more  than  30  days  after  fixing  the  time  and 
place  of  the  hearing.  The  notice  of  the  hearing  of  such  appeal  shall  be  posted  in  a 
conspicuous  place  in  or  upon  the  premises  and  served  upon  the  appellant  at  least  10 
days  prior  to  the  time  set  for  the  hearing.  Once  an  appeal  is  filed,  the  order  of  the 
Director  shall  be  stayed  until  a  decision  is  rendered. 

For  good  cause  shown,  a  hearing  may  be  continued  once  by  the  Abatement  Appeals 
Board,  except  that  any  such  continuance  shall  not  exceed  60  days  and  there  shall  be 
only  one  such  continuance  allowed. 

1053.7  Rehearing.  The  Board  may  rehear  an  appeal  upon  which  a  decision  has  been 
rendered,  provided  a  request  for  a  rehearing  has  been  made  in  writing  within  10  days 
of  the  date  of  the  decision. 

1053.8  Findings  and  decisions.  The  Board  shall  issue  its  findings  and  decisions  no 
later  than  10  days  after  the  conclusion  of  the  hearing  and  such  findings  and  decisions 
shall  within  five  days  thereafter  be  posted  in  a  conspicuous  place  in  or  upon  the 
premises  and  served  on  the  appellant  and  the  Director  of  Building  Inspection. 

1053.8.1  Failure.  In  the  event  the  appellant  fails  to  appear  at  the  hearing  or  if  the 
Board  fails  to  issue  its  findings  and  decisions  within  the  time  set  forth  above,  or  denies 
the  appeal,  the  order  of  the  Director  of  Building  Inspection  shall  be  immediately 
effective  from  the  date  the  order  was  issued. 

EXCEPTION:  Except  in  cases  of  lack  of  quorum,  failure  of  the  Board  to  meet  any  of  the 
time  periods  specified  herein  shall  result  in  the  Director's  order  taking  effect  immediately. 

1053.8.2  Hazards.  In  any  appeal  where  the  Board  finds  that  there  exists  in,  on,  or 
near  any  premises,  building  or  structure,  any  condition  constituting  an  imminent  and 
substantial  hazard  to  the  life,  health,  or  safety  of  any  occupant  thereof  or  other  person, 
any  decision  of  the  Board  modifying  the  order  of  the  Director  must  provide  that  work 
to  repair  each  such  hazard  commence  within  30  days  and  be  completed  within  90  days 
after  service  of  such  decision.  With  respect  to  other  violations  which  are  not  found 
by  the  Board  to  constitute  such  a  hazard,  any  decision  of  the  Board  modifying  the 
order  of  the  Director  must  provide  that  the  work  or  repair  of  such  violations  com- 
mence within  60  days  and  be  completed  within  a  reasonable  time  not  to  exceed  18 
months. 
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105 .3.83  Financial  hardship.  In  any  case  of  extreme  financial  hardship,  the  Board 
may  grant  a  moratorium  to  correct  conditions  which  are  not  imminent  and  substantial 
hazards.  Such  a  moratorium  shall  be  granted  only  to  an  owner  occupant  of  a  single- 
or  two-family  dwelling  where  all  such  hazards,  as  found  by  the  Director,  have  been 
corrected.  The  decision  of  the  Board  in  any  case  in  which  a  moratorium  has  been 
granted,  as  set  forth  above,  shall  contain  the  duration  of  the  moratorium,  and  the 
conditions  for  its  termination.  A  copy  of  the  decision  granting  a  moratorium  shall  be 
recorded  in  the  office  of  the  Recorder  of  the  City  and  County  of  San  Francisco. 

105.3.8.4  Moratorium.  Notwithstanding  the  provisions  of  this  code  and  the  San 
Francisco  Housing  Code,  the  Abatement  Appeals  Board,  upon  the  written  appeal  of 
any  person,  may  grant  a  moratorium  from  enforcement  of  a  Director' s  order  made 
pursuant  to  Section  102.6  of  this  code  for  the  property  which  is  the  subject  of  the 
order  in  order  to  prevent  displacement  of  low  and  moderate  income  persons  from 
affordable  housing,  if  the  Board  finds  that:  ~r: 

1.  The  Director's  order  from  which  the  appeal  is  taken  was  issued  after  April  1, 
1986;  and 

2.  The  property  is  a  Group  R,  Division  1  (R-l)  building  as  defined  in  Section  3 10. 1 
of  the  Building  Code;  and 

3.  The  building  was  constructed  prior  to  January  1,  1956;  and 

4.  The  condition  does  not  constitute  a  life  hazard  or  a  fire  hazard  as  defined  in 
Chapter  2  of  the  Building  Code;  and 

5.  The  condition  does  not  violate  the  San  Francisco  Fire  Code  or  any  code  other 
than  the  Building  and  Housing  Codes;  and 

6.  The  condition  does  not  affect  adequate  egress  from  the  building;  and 

7.  The  condition  does  not  endanger  the  life,  limb,  health,  property,  safety,  or 
welfare  of  the  public  or  the  occupants  of  the  building;  and 

8.  50%  or  more  of  the  households  living  in  the  building  are  paying  annual  rent 
equal  to  or  less  than  30%  of  the  annual  of  low  and  moderate  income  as  defined  in 
Section  104.5  of  the  Building  Code;  and 

9.  The  abatement  of  the  condition  will  have  a  reasonable  probability  of  resulting 
in  the  displacement  of  occupants  who  are  of  low  and  moderate  income  as  defined  in 
Section  104.5  of  the  Building  Code. 

105-3.8J5  Findings,  copy  of.  The  Board  shall  serve  the  property  owner,  and  the 
person  requesting  the  moratorium  if  other  than  the  property  owner,  by  sending  a  copy 
of  its  findings  and  decision  by  certified  mail  to  such  persons  at  their  last  known 
address.  A  copy  of  the  findings  and  the  decision  granting  a  moratorium  shall  be 
recorded  in  the  office  of  the  Recorder  of  the  City  and  County  of  San  Francisco. 

105.3.8.6  Moratorium  term.  The  maximum  term  of  the  moratorium  shall  be  10  years 
from  the  date  the  Board's  findings  and  decision  are  served  on  the  Director  of  Public 
Works.  At  any  time  during  the  pendency  of  a  moratorium  under  this  section,  any 
person,  including  the  Director,  may  request  that  the  Abatement  Appeals  Board  extend 
the  moratorium  for  one  or  more  five-year  periods  by  filing  a  written  request  with  the 
Secretary  of  the  Board.  The  Board  shall  hold  a  public  hearing  on  the  request  and  issue 
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separate  findings  and  a  decision.  Any  request  for  an  extension  of  the  moratorium  shall 
be  subject  to  the  notice  and  hearing  procedures  of  this  subsection.  In  order  to  extend 
the  moratorium,  the  Abatement  Appeals  Board  must  make  the  nine  findings  above. 

105J3.8.7  Rescind  moratorium.  At  any  time  during  the  pendency  of  a  moratorium 
under  this  section,  any  person,  including  the  Director,  may  request  that  the  Abatement 
Appeals  Board  rescind  the  moratorium  by  fifing  a  written  request  with  the  Secretary 
of  the  Board.  The  Board  shall  hold  a  public  hearing  on  the  request  and  issue  separate 
findings  and  a  decision.  Any  request  for  a  recision  of  the  moratorium  shall  be  subject 
to  the  notice  and  hearing  procedures  of  this  subsection. 

105.3.8.8  Violations  listed.  The  moratorium  shall  apply  only  to  those  code  violations 
expressly  listed  therein.  All  other  violations  which  exist  and  are  not  so  listed  in  the 
findings  and  decision  granting  the  moratorium  shall  be  abated. 

105.3.8.9  Duration.  Once  the  Board's  order  granting  a  moratorium  is  issued,  the 
building  is  no  longer  considered  a  nuisance  or  a  substandard  building  for  the  duration 
of  the  moratorium  with  respect  to  those  code  violations  expressly  listed  in  the  Board's 
findings  and  decision. 

105.3.9  Failure  to  comply.  Upon  the  failure  of  any  owner  to  comply  with  the  order 
of  the  Director  or  the  Abatement  Appeals  Board,  the  matter  shall  be  referred  within 
five  days  to  law  enforcement  authorities  of  the  City  and  County  of  San  Francisco  for 
appropriate  legal  action. 

1053.10  Compensation.  The  members  of  the  Abatement  Appeals  Board  shall  serve 
without  compensation. 

105.4  Board  of  Examiners. 

105.4.1  Establishment.  There  is  hereby  created  a  Board  of  Examiners  consisting  of 
six  members  who  are  qualified  by  experience  and  training  to  pass  upon  matters 
pertaining  to  building  design  and  construction.  The  word  "Board"  whenever  used  in 
Sections  105.4  through  105.4.8  means  Board  of  Examiners.  Its  functions  shall  be: 

1.  To  determine  whether  specific  new  materials,  new  methods  and  types  of 
construction  comply  with  the  standards  of  safety  established  by  this  code;  and  to 
recommend  the  approval  or  disapproval  of  such  new  materials,  new  methods  and  types 
of  construction. 

2.  To  determine  whether  variances  from  the  requirements  of  this  code  should  be 
approved  for  specific  cases  where  new  materials,  new  methods  and  types  of  construc- 
tion are  not  involved,  and  where  the  enforcement  of  compliance  therewith  should  result 
in  unreasonable  hardship:"- 

3.  To  determine  reasonable  interpretations  of  the  provisions  of  this  code. 

4.  To  hear  appeals  from  the  condemnation  or  abatement  order  of  the  Director 
involving  construction  methods,  assemblies  or  materials  or  where  safety  is  involved. 
A  copy  of  the  findings  of  the  Board  of  Examiners  shall  be  forwarded  to  the  Abatement 
Appeals  Board. 

105.4.2  Definition.  The  term  "standard  of  safety,"  as  used  in  this  section,  shall  mean 
the  genera]  degree  of  safety  conforming  to  the  provisions  of  this  code  as  required  to 
safeguard  life  or  limb,  health  and  public  welfare. 
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CASE  #6619 


Summary  Sheet 


Address:  345  Valley  Street 

Violation: 

Construction  of  a  rear  deck  without  permit. 

Lire  nazarus. 

None 

Basis  of  Appeal: 

Ms.  Cindy  McDonald  -  occupant  and  part- 
owner  states  that  she  was  initially  unaware  of 
permit  requirements  and  that  she  feels  that  she 
complied  with  the  corrective  action  of  the  first 
Notice  of  Violation,  i.e.  submitted  permit 
application  within  thirty  (30)  days. 

Action  Requested: 

Modify  the  Order  of  Abatement,  by  continuing 
the  time  period  for  compliance. 

Staff 

Recommendation: 

Affirm  the  Order  of  Abatement.  The  time  starts 
when  the  permit  is  issued. 

(P:\summsht.aab) 
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9   -  APPLICATION  PLAN  CHECK  HISTORY  QUERY  09/25/96  14:05 

,PL#:    9610492  REV# :  FORM:    3   FILED:    06/12/96  DISPOSITION: 

ADDR1:      3  45     VALLEY  ST  UNIT:    0000  SER/PAR:  S 

DESC  CODE: 

REAR  DECK 

,  NOTIFY:  PHONE:  WC  EXP:  OB/R 

A  EST  COST:  2,000      REV  COST:  CITY-INSTIG: 

"^VISION  DATA:      LAST  REV# :    01     DATE  RECEIVED:    07/15/96     REQUESTED  BY:  CP-ZOC 
SENT  BY:    SNT  COMMENTS:  PLANS 
SUB/   PLAN     LOG  LOG  START  IN  OUT  LOG  COMM 

JATION     INIT  SET#       TO  IN  WORK  HOLD  HOLD  OUT  CODE 

f-ZOC        GWC     3     06/14/96  06/14/96  06/14/96  06/14/96  08/08/96 

COMMENT:    LETER  SENT 
?-NP  GWC     3     08/08/96  08/08/96  08/08/96  08/08/96  09/06/96 

COMMENT:    DR  RECD  9.6.96,    BY  MSP  AT  C PC  COUNTER 
:>-DR  GWC     3     09/06/96  09/06/96  09/06/96  09/06/96 

COMMENT:    DR  RECD  BY  MSP  CPC  COUNTER  9.6.9  6 


ABATEMENT  APPEALS  BOARD 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


October  4,  1996 


Case  No.  6619 
345  Valley  Street 
Block  6620     Lot  037 


Richard  A.  McDonald  &  J. 

Jean  McDonald  Tr. 

c/o  Richard  &  Jean  McDonald 

620  Huntleigh  Dr. 

San  Francisco,  CA  94549 

Dear  Appellant: 

The  matter  will  be  continued  by  the  Abatement  Appeals  Board  on  October  16,  1996  at  1:00 
P.M.  at  War  Memorial  Building,  401  Van  Ness  Avenue,  Room  428. 

Please  note  the  time. 


cc:  Cindy  McDonald 
Owner  of  Record 
Complainant 
Building  Occupants 
fflS.CED  &  AAB  files 


[p:tds\aab-1096.con] 

(415)  558-6454  1660  Mission  Street,  3rd  Floor  San  Francisco,  CA  94103 


Very  truly  yours, 


William  Wong,  Secretary 
Abatement  Appeals  Board 


• 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


NOTICE  OF  AAB/FTB  HEARING 

September  20,  1996  Nature  of  Appeal: 

[x]       Director's  Order 
Appellant's  Name  &  Mailing  Address:  [  ]        Franchise  Tax  Board  Notices 

[  ]  Other  

PROPERTY  ADDRESS  345  Valley  Street 
BLOCK    6620     LOT  _037  


APPEAL  NO.    6619    Source  Code  BWO 


INSPECTOR    Rafael  Torres-Gil  

Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  file  with  the  Abatement  Appeals  Board  on 
September  11.1 996.  will  be  heard  by  the  Board  at  3:00  p.m.  on  October  2.  1996.  Wednesday,  in 
Room  428,  War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals  Board  staff  of  the 
Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103  or  call 
(415)  558-6454.  Please  bring  any  documents  and  information  that  may  support  your  appeal  such  as  contracts, 
permits,  etc. 


Richard  A.  McDonald  & 
Jean  McDonald  Tr. 
do  Richard  &  Jean  McDonald 
620  Huntleigh  Dr. 
Lafayette,  CA  94549 


You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial  of  this 
appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring  witnesses  to  provide 
testimony. 

Very  truly  yours, 


William  Wong,  Secretary  s^j 
Abatement  Appeals  Board 


Original  Notice  of  Hearing  is  sent  to  Appellant . 

cc:  Cindy  McDonald,  Owner  of  Record,  Complainant,  and  Building  Occupants 

[p:tds\aab-hrg.l096] 

(415)  558-6454  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


G028348 


August    30,  1996 


Owner 

RICHARD  &  JEAN  MCDONALD  TR 
%  RICHARD  &  JEAN  MCDONALD 
620  HUNTLEIGH  DR 
LAFAYETTE  CA,  94549 


Property  Address:  345  VALLEY  ST, 
Block:  6620         Lot:  037        Seq:  01 
Tract:  Case:  BW0 

Complaint:  35076 


Inspector:  Code  Enforcement  Div. 

ORDER  OF  ABATEMENT  UNDER  SAN  FRANCISCO  BUILDING  CODE  SECTION  102  -  12.18.5  ORDER  NO.  2889-A 


HEARING  OF  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION 
AGAINST  THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  August    29, 1 996 
IN  ACCORDANCE  WITH  THE  SAN  FRANCISCO  BUILDING  CODE  SECTION  102.  THE  HEARING  WAS 
CONDUCTED  BY  A  REPRESENTATIVE  OF  THE  DIRECTOR.  THE  OWNER  WAS  NOT  REPRESENTED. 

BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS  AND  DETERMINES 
AS  FOLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF  THE 
DIRECTOR,  AND  MORE  THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE 
DEPARTMENT  OF  BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE 

UNDER  THE  TERMS  OF  THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 


THE  DIRECTOR  HEREBY  ORDERS  THE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WITH  THE  FOLLOWING: 


1.  Comply  with  plan  review  comments  and  time  limits. 

2. 10  days  to  pick  up  permit  after  approval.  3.  30  days  to  complete  all  work 

&  final  inspection  from  BID  inspector/Department. 

THE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

THE  DEPARTMENT  OF  BUILDING  INSPECTION  SHALL  BE  REIMBURSED  BY  THE  OWNER  OF  SAID  BUILDING 
FOR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES. 

APPEAL:   PURSUANT  TO  SECTION  203.(i)  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY 
BE  APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.  APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINEC 
FROM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST.,  6TH  FL,  SAN  FRANCISCO,  CA  94103, 
(558-6454),  AND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN  (10)  DAYS  OF  THE 
POSTING  AND  SERVICE  OF  THIS  ORDER. 


RECOMMENDED  BY: 


VERY  TRULY  YOURS, 


TWing  Y/  Lau,  P.E. 
Chief  of  Building  Inspection  Division 


FRANK  Y.  CHR7,  DIRECTOR 
DEPARTMENT  OF  BUILDING  INSPECTION 


Phone  No.  (415)  558-6454 


FAX  No.  41 5-  558-6474  (l:\appls\permits\reports\ooaform3) 


( 


( 


( 


DEPARTMENTS  BUILDING  INSPECTION   

City  &  County  61  San  Francisco 

1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


July  17,1996 


Owner:    RICHARD  &  JEAN  MCDONALD  TR 
%  RICHARD  &  JEAN  MCDONALD 
620  HUNTLEIGH  DR 
LAFAYETTE  CA 


94549 


Address:  345  valley  st, 

Block:  6620  Lot:  037  Seq:  01 
Tract:  Case:  BW0 

Hearing  Number:  35076 
inspector:  Code  Enforcement  Div. 


NOTICE  OF  DIRECTOR'S  HEARING 

Date  and  Time  of  Hearing:  August  01,1996 

At  1660  Mission  Street.  Room  2001,  San  Francisco,  CA  94103  AT  10:00  a.m. 
TO  OWNER(S).  LESSEE(S),  TENANT(S)  AND  OTHER  PERSONS  OF  INTEREST: 

In  accordance  with  provisions  of  the  San  Francisco  Building  Code,  the  described  premises  were  inspected  and 
violation(s)  were  found  to  exist.  The  list  of  violations)  have  been  mailed  to  the  Owner(s)  of  Record  or  agent(s)  and 
compliance  has  not  occurred.  Therefore,  the  Director  of  the  Department  of  Building  Inspection  has  probable  cause  to 
^lieve  the  building,  structure  or  a  portion  thereof  is  an  unsafe  building  or  property. 

Failure  to  comply  with  the  decision  of  the  Director  may  result  in  the  revocation  of  the  Permit  of  Occupancy  and/or 
Certificate  of  Occupancy  of  the  subject  premises. 

The  Owner(s)  of  Record  or  the  duly  authorized  representative  is  notified  to  appear  at  the  Hearing  to  be  held  on  the  date 
shown  above,  at  which  time  the  Director  of  the  Department  of  Building  Inspection  will  consider  the  violation(s)  and  that 
the  building  is  unsafe  and  a  public  nuisance. 

WARN  I N  G 

Failure  to  comply  with  this  request  will  result  in  further  abatement  proceedings.  If  an  Order  of  Abatement  is  issued  from 
the  Director's  Hearing,  you  will  be  billed  for  the  entire  cost  incurred  in  the  code  enforcement  process,  from  the  posting 
of  the  first  "Warning  of  Violation"  until  the  matter  is  resolved  per  San  Francisco  Building  Code  Sections  203(b),  332.2 
and  332.3. 

The  Owner(s)  of  Record  is  instructed  to  notify  the  holder(s)  of  any  Mortgage(s)  or  Deed(s)  of  Trust  secured 
by  this  property  of  these  proceedings.  Also,  the  Department  of  Building  Inspection  shall  be  advised  of  the 
name(s)  of  holder(s)  of  any  Mortgage(s)  or  Deed(s)  of  Trust  on  this  property. 

BY  ORDER  OF  THE  DIRECTOR  OF  DEPARTMENT  OF  BUILDING  INSPECTION. 


Very  truly  yours, 


Frank  Y.  Chiu,  Director 

Department  of  Building  Inspection 


<1 5-558-6249 
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NOTICE  OF  VIOLAT'^N 

of  ti._  ^an  Francisco  Municipal  Codes  Regarding  u  nsafe, 
Substandard  or  Noncomplying  Structure  or  Land  or  Occupancy 


0 FIRST  NOTICE 

DEPARTMENT  OF  BUILDING  INSPECTION  □SECOND  NOTICE 
C  ^and  County  of  San  Francisco  nnTU__ 
I  fb  Mission  St.  •  San  Francisco,  C A  94103  UU  I  HbH:  

IADDRESS     ^4  5    MaW  *y  rn  


OCCUPANCY /USE  _ 
I  CONST.  TYPE  5  jj 


COMPLAINT  NUMBER 

1         7  ~ 

DATE     1L/JLL  %> 


BLOCK 

STORIES 


J2 


lot£Z 


□  basement 


J  If  checked,  this  information  is  based  upon  site  observation  only.  Further  research  may  indicate  that  legal  use  is  different.  If  so,  a  revised  Notice  of  Violation  will  be  issue 


(OWNER /AGENT  

MAILING  ADDRESS 


PHONE  # 


CITY 


ZIP 


PERSON  CONTACTED  @  SITE 


PHONE  # 


VIOLATION  DESCRIPTION: 


CODE/ 
SECTION  # 


ORK  WITHOUT  PERMIT 


304{a)  /o5 


□ADDITIONAL  WORK-PERMIT  REQUIRED 


303(h) 


□  EXPIRED  OR  □CANCELLED  PERMIT  PA# 


303(a)  (d) 


□  UNSAFE  BUILDING 


□  SEE  ATTACHMENTS 


203(a) 


™         /  BC -J3uilding  Code      HC-  Housing  Code      PC  -  Plumbing  Code    EC  -  Electrical  Code     MC-  Mechanical  Code 

CORRECTIVE  ACTION: 
^STOP  ALL  WORK  SFBC  202(d)  

□  FILE  BUILDING  PERMIT  APPLICATION  WITHIN       5  c^QAYS  (HfWITH  PLANS)  A  Copy  of  This  Notice  Must  Accompany  the  Permit  Application. 

□  OBTAIN  PERMIT  WITHIN   DAYS  AND  COMPLETE  ALL  WORK  WITHIN  DAYS,  INCLUDING  FINAL  INSPECTION  AND  SIGNOFF. 

□  CORRECT  VIOLATIONS  WITHIN  DAYS.  QnO  PERMIT  REQUIRED.  

□  YOU  FAILED  TO  COMPLY  WITH  THE  NOTICE(S)  DATED    ,  THEREFORE  THIS  DEPT.  HAS  INITIATED  ABATEMENT  PROCEEDINGS 

m  FAILURE  TO  COMPLY  WITH  THIS  NOTICE  WILL  CAUSE  ABATEMENT  PROCEEDINGS  TO  BEGIN.  SEE  REVERSE  SIDE  FOR  ADDITIONAL  WARNINGS. 


INVESTIGATION  FEE  OR  OTHER  FEE  WILL  APPLY  See  reverse  side  for  further  explanation 

f9x'  Fee  (Work  w/o  Permit  after  9/1/60)  A2x  Fee  (Work  Exceeding  Scope  of  Permit  or  work  w/o  permit  from  9/1/60  to  1/1/67) 

□  Reinspection  Fee  $  ;-  -   ■  -  •  -:  ■•-      □  No  penalty  (Work  w/o  permitprior  to  9/1  /60 

.  VALUE  OF  WORK  PERFORMED  WITHOUT  PERMITS 


APPROX.  DATE  OF  WORK  W/O  PERMIT 


BY  ORDER  OF  THE  DIRECTOR,  DEPARTMENT  OF  BUILDING  INSPECTION 


CONTACT  INSPECTOR 


OFFICE  HOURS 


«r<r  P- 


£  //lr 


(Inspector  —  Print  Name) 
AM  AND        j       TO  4- 


PM 


By:  (Inspectors  Signature)  _^ 


CC:  nDCP    DeID  DPID 


M  9003  OS  (Rsv.«^5)l^^ 


-    -  DISTRICT, 
□  CED    DCPB  Dd' 


□Building  Inspection  Division 

3rd  Floor,  1660  Mission  St.  558-609 

□  Housing  Inspection  Services 

6th  Floor,  1660  Mission  St.  558-622( 

□  Electrical  Inspection  Division 
_  3rd  Floor,  1660  Mi  ssion  St.  558-603 

Plumbing  Inspection  Division 

;3rd  Floor,  1660  Mission  St.  558-605' 

Code  Enforcement  Division 
J^J^por, 1660  Mission  St.-   ,  558-645 


( 


( 


)EPARTMENT  OF  BUILDING  INSPECTION 


\DDRESS 


NOTICE  OF  VIOLA^'ON 

c        Jan  Francisco  Municipal  Codes  Regardit     .  jafe, 
Substandard  or  Noncomplying  Structure  or  Land  or  Occupancy 

□  FIRST  NOTICE 
0t3ECOND  NOTICE 


COMPLAINT  NUMBER 


nd  County  of  San  Francisco                                  nnTU[:n  (?h^Ofi%/Q 
Mission  St.  •  San  Francisco,  CA  94103  -        I_j OTHER.    /  P ■■L^:° ■ 

Ya  // '  t^f    '    5  7   -  DATE      Z  //o  f  V L 


l)CCUPANCY/USE 
:ONST.  TYPE   


A  o 


BLOCK 

STORIES 


dto      LOT  3/ 


J  If  checked,  this  information  is  based  upon  site  observation  only.  Further  research  may  indicate  that  legal  use  is  different.  If  so,  a  revi 
1)WNER  /  AGENT      -r^/  <?  /' K'-u  Q    ^  .   ''Ca<L       Afc  ./; -W  -<l/  PHONE  #  _ 


§s   Obasement 

sed  Notice  of  Violation  will  be  issue' 


HAILING  ADDRESS 


CITY 


ZIP 


ERSON  CONTACTED  @  SITE 


PHONE 


VIOLATION  DESCRIPTION: 


; CODE / 
SECTION  # 


ORK  WITHOUT  PERMIT 


J3QT(a)/<y. 


□  ADDITIONAL  WORK-PERMIT  REQUIRED 


303(h) 


□  EXPIRED  OR  DCANCELLED  PERMIT  ■  PA# 


303(a)  (d) 


BUNSAFE  BUILDING 


□SEE  ATTACHMENTS 


203(a) 


M 


1  ^      \-€V  1 


)  o  4 


/6C  -"Building  Code      HC-  Housing  Code      PC  -  Plumbing  Code    EC  -  Electrical  Code     MC-  Mechanical  Code 

CORRECTIVE  ACTION: 
□  STOP  ALL  WORK  SFBC  202(d)  


□  file  building  permit  applicatiowwithin 


DAYS  (□  WITH  PLANS)  A  Copy  of  This  Notice  Must  Accompany  the  Permit  Application. 


□  obtain  permit  within 


DAYS  AND  COMPLETE  ALL  WORK  WITHIN 


DAYS,  INCLUDING  FINAL  INSPECTION  AND  SIGNOFF. 


□  CORRECT  VIOLATIONS  WITHIN  DAYS.   □  NO  PERMIT  REQUIRED.   :  

f^YOU  FAILED  TO  COMPLY  WITH  THE  NOTICE(S)  DATED  "r       ■      /*9  / ,  THEREFORE  THIS  DEPT.  HAS  INITIATED  ABATEMENT  PROCEEDINGS 


U  FAILURE  TO  COMPLY  WITH  THIS  NOTICE  WILL  CAUSE  ABATEMENT  PROCEEDINGS  TO  BEGIN.  SEE  REVERSE  SIDE  FOR  ADDITIONAL  WARNINGS. 


IN  VESTIGATION  FEE  OR  OTHER  FEE  WILL  APPLY  See  reverse  side  for  further  explanation 


APPFtidx.  DATE  OF  WORK  W/6  PERMIT  „_/ 


'  9/1/60) 

VALUE  OF  WORK  PERFORMED  WITHOUT  PERMfTS  1Pm&0O.-f>r> 


BY^ORDER  OF  THE  DIRECTOR,  DEPARTMENT  OF  BUILDING  INSPECTION 


-TACT  INSPECTOR 


OFRCE  HOURS 
™JE  #  :r7^ 


TO 


(Inspector  —  Prim 
AM  AND 


m  to 


PM 


.-ispector's'Signatur-; 


>4 


0Buildi  nc  Inspection  Division 
3rd  Floor,  1650  Mission  St. 

□  Housing  Inspection  Services 
$  6th  Floor,  1660  Mission  St. 

f~1  Electrical  Inspection  Division 
>•  3rd  Flo- 


558-6220 


'.0  Mission  St. 
LBRIumbir  g  inspection  Division 

"fi  floors  660^jssiQrf^t:^' -  :558-6054 

GD Code  Enforcement  Division  < 

J8ffiB00r'  1660  Missjor^|#  558-6^ 

/nail  ei:c/  ■■■     G=>/^ '  •  f^^S^^'r. £  ¥-A  -k^^^fc^;  •:"  - 


( 


I 


( 


( 


APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

.    DIRECTOR'S  ORDER 


Abatement-Aopeals  Boarc 
x.  1650  Mission  SJreet 
San  rrancisco.  CA  94 103 
Tfel  No.  558-6454 


Appellant 


Appeal  Number 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1  of  the  Building  Code,  Part  H,  Chapter  I,  of  the  San  Francisco  Municipal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  Qty  and  County  of  San  Francisco,  on        %±       1 2  ^  :  __• 


(2)  The  affected  premises  are  located  at 
San  Francisco.  They  contain  i_ 


1>4^  y finely   ' 

dwpllmg  units  and      (25    rooming  units. 


(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 


(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  be 
modified  or  reversed  by  this  board. 


(Attach  additional  sheet(s)  if  necessary.)    ^f^c^j  &l  L1p> .    £>'  "PP*c-<J-  l^t  Sec 

(5)  The  undersigned  is  the  owner/ agent,  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above     £o  -  QtJ^Q  . 


(6)  The  official  address  of  the  undersigned  is: 


TeL  No.    6^0                     0  D/vy 

Date  Filed 


Signature  (Print  J^afne  Below) 

<^  A-lT) 

Hie  Abatement  Appeals  Board  (AAB). 

1660  Mission  Street  6th  Floor,  San  Francisco,  CA  94103.  TeL  (415)  558-6454 


( 

1 


< 


•„  San  Francisco  Building  Code.  Section  203  (s)  provides  as  follows: 

'...The  Abatement  Appeals  Board  shall  have  the  power  to  hear  and  decide  appeals  from  orders  of  abatement  after 
a  public  hearing  by  the  Director  of  Building  Inspection  made  pursuant  to  Sections  203  (f)  and  203  (I),  and  to  hear  direct 
appeals  as  set  forth  in  Section  203  (b). 

I ,  __The  Abatement  Appeals  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  public  health,  safety  and 
Fwelfare  are  secured  most  nearly  in  accordance  with  the  intent  and  purpose  of  this  code  and  the  Housing  Code. 

The  Abatement  Appeals  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director  is  not  reasonable 
in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential  property  is  in  non-compliance  with  this  code 
pursuant  to  Section  17299  and  24436.5  of  the  Revenue  and  Taxation  Code  of  the  State  of  California..." 

se  answer  the  following  questions.  Print  legibly. 

Your  relationship  to  the  property  involved  (owner,  owner's  agent,  contractor,  etc.): 

 CO  ~  Ol^NJ'i-^-  

When  was  the  work  done?  Jt   '  5  *  1  — 1  

Who  did  the  work?  j_g____gS      <^      _Tv  :  

Were  you  or  the  present  owner  in  ownership  or  possession  when  work  was  performed?  rf  no,  explain  (i.e.,  date  property 
purchased  and  approximate  time  when  work  was  performed):   y  f^S  :  '.  


What  was  the  extent  of  the  work  performed?  How  much  remains  to  be  done? 

g-e^g-  -p^c^  i^uct-  


What  is  your  occupation?  If  retired,  what  was  your  occupation?  If  you  are  a  co-owner,  list  all  other  co-owners  and  their 


What  is  your  occupation?  If  retired,  what  was  your  occupatic 
occupations.  frfU<Zj^t\h^  <  t^>(~    A^Afvy  J? 


^)o  you  own  other  properties  in  San  Francisco?   Q   

If  yes,  do  any  of  these  properties  have  orders  of  abatement? 
Have  you  owned  property  in  San  Francisco  before?  3___j 


Were  you  aware  of  the  permit  requirements  for  this  work?       i_  j-? 


Was  one  of  your  employees  negligent  in  regard  to  this  permit  application? 


What  other  permits  have  you  been  granted  by  the  City? 


What  other  facts  do  you  want  the  Board  to  consider?       k^-_!—         fs7  frw  ftfe.  PxJLr^^  

_U^(T-H      ?U  MM>rwY,     SIZE.    "S^ci.      ^TiPIC^tiJ     &E  ^6^^ 


(Continue  on  the  back  of  this  sheet  rf  you  need  more  space. 


lare  under  penalty  of  perjury  and  the  laws  of  the  State  of  California  that  the  foregoirvgjs  true  and-correct. 

^  I  C     \<?C                                                             (       *  - 
Completed:  Lz__LJ  V   Signature:     v  ^ ' 


ie: 


tx; 


5vO                 _f  ^OC3    ^A  _                       Print  Name:    Cl  r^Oy  /WDt.^^ 
™)  Title  (owner,  contractor,  etc.):   —  £=  1—  


< 


September  11,  1996 


Rafael  Torres-Gil 
Building  Inspector 

Department  of  Building  Inspection 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 
1660  Mission  Street 
San  Francisco,   CA  94103-2414 

Dear  Mr  Torres -Gil, 


RE:    345  Valley  St. 
Block  6620,    Lot  037 
Hearing  Number:  35076 


Enclosed  is  the  completed  form  that  you  require  to  begin  the 
Abatement  Appeal  Process.       The  justification  for  my  appeal 
follow : 


The  Notice  of  Violation  posted  on  my  property  on  May  9,  1996 
indicated  that  I  should  file  building  permit  application 
within  3  0  days  or  abatement  proceedings  would  begin.  I 
believe  that  I  met  that  requirement. 

I  made  several  attempts  to  file  my  permit  application  during 
the  months  of  May  and  June.     Due  to  the  varying  requirements 
of  the  individuals  reviewing  the  drawings  each  time  I  tried 
to  submit,  new  modifications  were  requested. 

I  successfully  submitted  my  application  on  June  10,  1996. 
The  3  0  day  deadline  would  have  fallen  on  a  Sunday.  Based 
upon  our  discussion  yesterday  about  how  to  count  timelines,  I 
believe  that  by  submitting  on  the  first  business  day  after 
the  Sunday  deadline  I  have  met  the  requirements  stated  in  the 
original  notice.     And,   therefore  abatement  proceedings  should 
not  have  been  required. 

Thank  you  for  accepting  my  appeal . 


345  Valley  Street 

San  Francisco,   CA  94131 

(510)    232-6200  (days) 
(415)    285-6958  (evenings) 


Copy:     Richard  McDonald 


( 


181  -  ASSESSOR  BLOCK/LOT  QUERY 


09/19/96  15:36 


BLOCK:  6620  LOT:  037      SITUS  ADDRESS:  345  VALLEY  ST 

APN  00/6620/  /037/ 

J)WNER  NAME:  RICHARD  A  MCDONALD  k  AS  OP: 

MAILING  ADDR:  RICHARD  k  JEAN  MCDONALD  TR  SOURCE: 

%  RICHARD  k  JEAN  MCDONALD 

620  HUNTLEIGH  DR 

LAFAYETTE  CA 

94549 

RECORDATION  DATE:  YEAR  BUILT:  ZONE: 

FULL  VALUE-  U\ND: 
IMPS-STRUCT: 
IMPS-FIXT: 
PERS-PROP: 

EXEMPTIONS-HOMEOWNER: 

OTHER:  .  TYPE: 

NET  VALUE: 


/ 


( 


ABATEMENT  APPEALS  ABOARD  CASE  #6620 


Summary  Sheet 


Address:  136-138  5th  Avenue 

Violation: 

Illegal  unit  and  floor  of  occupancy  added  in 
ground  floor  without  permit  and  necessitating 
fireproofing  and  sprinklering  of  entire  building. 
Security,  heat,  energy,  electrical  and  plumbing 
reports.  Extra  units  needs  to  be  accessible. 
1 985  Notice  of  Violation. 

Lack  second  means  egress  ground  floor  unit, 

Life  Hazards: 

lack  fireproofing  of  building  and  approved  fire 
alarm  system.  Lack  approved  heat  source  for 
ground  floor  unit. 

Basis  of  Appeal: 

The  1 985  report  was  deferred  due  to  health  of 
owner. 

Action  Requested: 

Modify  Order  of  Abatement  so  owner  has  more 
time,  minimum  of  sixty  (60)  days  to  comply. 

Staff 

Recommendation: 

Modify  the  Order  of  Abatement  to  allow  1 5 
days  to  file  for  building  permit  and  all  work  to 
be  completed  in  90  days. 

(P:Vsummsht.aab) 
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HIS  CASE  HISTORY  AND  ACTION 

13/6 -^T 


-egal  Stories 
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Case  History  and  Action 

Address:  -tk  Block/Lot:  .  Inspector: 

Date  Ref:   Outstanding  Items:  #  


4|Rcq'd  (circle)    BLDG   ELEC    PLUMB         BLDG  PA#   Date  Filed   Date  Issued 
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TO  QUERY  TRACKING  HISTORY  -  ENTER  APPLICATION  NO: 
OTHERWISE,    HIT    'FIELD  RELEASE' 
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.09   -  APPLICATION  PLAN  CHECK  HISTORY  QUERY  09/25/96  14:14 

•iPPL#:    8600976         REV# :          FORM:    3  FILED:  01/29/86  DISPOSITION:    I  -ISSUED 

ADDR1:      13  6     5TH                                      AV  UNIT:    0000          SER/PAR:  S 
DESC  CODE: 

TO  BRING  INTO  CODE 

fclOTIFY:  PHONE:                                  WC  EXP:  NA 

EST  COST:                       100     REV  COST:  CITY-INSTIG:  X 


1  REVISION 

DATA 

:      LAST  REV# 

:            DATE  RECEIVED: 

REQUESTED  BY: 

BY: 

COMMENTS : 

SUB/ 

PLAN 

LOG 

LOG           START  IN 

OUT  LOG 

COMM 

STATION 

INIT 

SET# 

TO 

IN             WORK  HOLD 

HOLD  OUT 

CODE 

DAHI 

0 

01/29/86 

01/31/86  01/31/86 

02/13/86 

TOUNTER 

JR 

2 

02/13/86 

02/14/86  02/14/86 

02/14/86 

AA 

COMMENT : 

LOG  OUT /NO  WORK  DONE;  SEE 

NEXT  STATION. 

PPC-CPB 

JAS 

2 

02/14/86 

02/18/86  02/24/86 

02/24/86 

CNT-STR 

JR 

2 

02/24/86 

02/24/86  02/24/86 

02/24/86 

CPB 


2     02/24/86  02/25/86  02/25/86 


Cjty  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francism  roiv     •  n 

'       Francisco,  California  94103-2414 


October  4,  1996 


^nkfTCvY- &  Deborah  M.  Lew 
1501  Lake  Street 

San  Francisco,  CA94118 
Dear  Appellant: 


Case  No.  6620 
136-138  5th  Avenue 
Block  1364     Lot  030 


Please  note  the  time. 


Very  truly  yours, 


William  Wong,  Secretary 
Abatement  Appeals  Board 


cc:  Owner  of  Record 
Complainant 
Building  Occupants 
HIS,  CED&AAB  files 


lp  tds\aabl096.conj  - 

P      (415)  558-6454  .    ,~nA>r  . 

1660  Mission  Street,  3rd  Floor  San  F™    ■  „ 

i>an  Francisco,  CA  94103 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 
NOTICE  OF  AAB/FTB  HEARING 

September  20,  1996  Nature  of  Appeal: 

[x]       Director's  Order 

Appellant's  Name  &  Mailing  Address:  [  ]        Franchise  Tax  Board  Notices 

[  ]  Other  


Mike  C.  Y.  &  Deborah  M.  Lew.  PROPERTY  ADDRESS  136-138  5th  Avenue 

1501  Lake  Street 

San  Francisco,  CA  94118  BLOCK     1364     LOT  030 


APPEAL  NO.  6620  Source  Code  DIP 
INSPECTOR    Yasu  Morikawa   


Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  file  with  the  Abatement  Appeals  Board  on 
September  18.  1996.  will  be  heard  by  the  Board  at  3:00  p.m.  on  October  2.  1996.  Wednesday,  in 
Room  428,  War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals  Board  staff  of 
the  Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103  or  call 
(415)  558-6454.  Please  bring  any  documents  and  information  that  may  support  your  appeal  such  as  contracts, 
permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial  of  this 
appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring  witnesses  to  provide 
testimony. 

Very  truly  yours, 


William  Wong,  Secretary  Sj 
Abatement  Appeals  Board 

Original  Notice  of  Hearing  is  sent  to  Appellant . 

cc:  Owner  of  Record,  Complainant,  and  Building  Occupants 

[p:tds\aab-hrg.l096] 

(415)  558-6454  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103 
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DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


GO 23087 


August 


08,  1996 


LEW  MIKE  C  Y  REVOCABLE  TR 
%  MIKE  C  Y  LEW 


Owner 


Property  Address:  136  138  05TH  AV,  0000 
Block:  1364         Lot:  030  Seq:  01 

Tract:  401         Case:  DI0 
Complaint:  34948 


1501  LAKE  ST 

SAN  FRANCISCO  CA,  94118 


Inspector:  Morikawa 

ORDER  OF  ABATEMENT  UNDER  SAN  FRANCISCO  BUILDING  CODE  SECTION  102-102. 18.5. ORDER  NO.  2700-A 


HEARING  OF  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION  AGAINST 
THE  PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  June     27,1996        IN  ACCORDANCE 
WITH  THE  SAN  FRANCISCO  BUILDING  CODE  SECTION  102.  THE  HEARING  WAS  CONDUCTED  BY  A 
REPRESENTATIVE  OF  THE  DIRECTOR.  THE  OWNER  WAS  REPRESENTED. 


BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS  AND 
DETERMINES  AS  FOLLOWS: 

1.  THAT  NOTICE  HAS  BEEN  DULY  GIVEN  AS  REQUIRED  BY  LAW  AND  THE  ORDER  OF  DIRECTOR,  AND  MORE 
THAN  48  HOURS  PRIOR  TO  THE  HEARING. 

2.  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF 
BUILDING  INSPECTION. 

3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE  UNDER  THE  TERMS  OF 
THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 

THE  DIRECTOR  HEREBY  ORDERS  THAT  WITHIN  45     DAYS  OF  THE  DATE  OF  THIS  ORDER,  THE  OWNER  OR  HIS 
REPRESENTATIVE  SHALL  HAVE  ISSUED  TO  HIM  A  PERMIT  TO  COMPLETE  THE  WORK  NECESSARY  TO  BRING 
SAID  BUILDING  INTO  CONFORMANCE  WITH  THE  SAN  FRANCISCO  BUILDING  CODE  AND  REIMBURSE  THE 
DEPARTMENT  OF  BUILDING  INSPECTION  FOR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND 
FUTURE  NOTICES.  THE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER. 

APPEAL:  PURSUANT  TO  SECTION  102.9  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY  BE 
APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.  APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED 
FROM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST.,  6TH  FL.,  SAN  FRANCISCO,  CA  94103,(558- 
6454),  AND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN  (10)  DAYS  OF  THE  POSTING 
AND  SERVICE  OF  THIS  ORDER. 

RECOMMENDED  BY:  VERY  TRULY  YOURS, 


Lesley  Stansfield 

Chief  of  Housing  Inspection  Services 

Phone  No.  (415)  558-6220     FAX  No.  (415)  558-6249 

(I  :\appls\permit\reports\ooaform2) 


DEP. 


City  and  County  of  San  Francisco 
Department  of  Public  Works 
Bur'eau  of  Building  Inspection 
Division  of  Apartment  and  Hotel 

Inspection  3c?>^ 
450  McAllister  Street,  Room  -EgS 
San  Francisco,  California  94102 


NOTICE  OF  VIOLATION 

OF  THE  SAN  FRANCISCO  MUNICIPAL  CODES  RENDERING 
HOUSING  TO  BE  SUBSTANDARD  (PER  SECTIONS  17299(b)(2) 
AND  24436.5(b)(2),  REVENUE  AND  TAXATION  CODE) 


TO: 


Date:        ^    2-7,  ^ ^ 
Address:    J3  6  -  l_3 1  ~  £_  ^j£±  ' 
Assessor's  Block  Lot   3  g_ 

BBI  Complai  nt  ti 
Inspection  Date: 
Inspector 

Phone:     558-4505    or  558-^661 


AND  TO  THE  OWNERS,  THEIR  SUCCESSORS,  AND  ALL  OTHER  PERSONS  HAVING 
ANY  INTEREST  IN  THE  ABOVE  DESCRIBED  PROPERTY  LOCATED  IN  THE  CITY  AND 
COUNTY  OF  SAN  FRANCISCO: 

PLEASE  TAKE  NOTICE  that  on  the  inspection  date  shown  above, 
the  above  described  premises    was   Inspected  by  inspectors  of  the 
Bureau  of  Building  Inspection  of  the  Department  of  Public  Works,  As 
a  result  of  the  inspection,  numerous  conditions  were  found  to  exist 
in  the  premises,  as  more  particularly  described  in  the  inspection 
report(s)  attached  to  the  notice  of  violation  mailed  to  the  owner, 
maintained  in  the  premises  in  violation  of  the  provisions  of  the  San 
Francisco  Municipal  Code  dealing,  among  other  things,  with  health, 
safety  or  building.     Based  upon  this  inspection,  the  Superintendent 
has  determined  and  declares  these  premises  to  be  substandard  housing. 

ACCORDINGLY,  THE  SUPERINTENDENT  OF  THE  BUREAU  OF  BUILDING 
INSPECTION  HEREBY  ORDERS  the  owner  of  the  above  described  substandard 
property,  within  thirty  (30)  days,  to  contact  the  inspector  and  make 
application  for  the  necessary  permits  to  correct  the  conditions  in 
the  premises  maintained  in  violation  of  the  Municipal  Code,  and  there- 
after  obtaining  permits  and  proceed  to  correct  the  conditions  diligently 
and  expeditiously. 

WARNING 

Sections  17299  and  24436.5  of  the  Revenue  and  Taxation  Code 
provide,  inter  alia,  that  a  taxpayer  who  derives  rental  income  from  . 
housing  determined  by  the  local "regulatory  agency  to  be  substandard 
by  reason  of  violation  of  state  or  local  codes  dealing  with  health, 
safety  or  building,  cannot  deduct  from  state  personal  income  tax  and 
bank  and  corporate  income  tax,  deductions  for  interest,  depreciation 
or  taxes  attributable  to  such  substandard  structure  where  the  sub- 
standard conditions  are  not  corrected  within  six  (6)  months  after 
notice  of  violation  by  the  regulatory  agency.     (PLEASE  TAKE  NOTICE 
THAT  THE  DATE  OF  THIS  NOTICE  MARKS  THE  BEGINNING  OF  THE  SIX-MONTH 
PERIOD  REFERRED  TO  ABOVE.) 


M-0<421   NOV  -  A  - 
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Location. 


Prepared  By. 


,  San  Francisco  Department  of  Public  Works 

BLocJ<  BUREAU  OF  BUILDING  INSPECTION 

n  '  DIVISION  OF  APARTMENT  HOUSE 

3>V  ANO  HOTEL  INSPECTION  REPORT 


Date  Inspected. 


USING  INSPECTOR 

 Sent . 


3o 

Owner  gll&g  ±  £-i  *A   


The  following  Hems  that  are  circled  require  correction  in  accordance  with  the  San  Francisco  Housing  Code  and/or  other  applicable  Codes  and  Ordinances: 

-  1.  Repair/replace  broken  sidewalk/paving  at  front/rear/side  B  fi—rf — «  1  -JLY,Os>   )//  "  TZT.^ 

^Remove  all  rubbish  from  ^^/basement/^    r^S^^K^^J^^^^i^fr^^006  HC 

3.  Raise  foundation  and/or  lower  grade  using  approved  materials  and  method  at  

4.  Install  approved  type  floor/deck,  yard  drain  at  .  ;  ■  

5.  Provide  gas  service  shutoff  in  .  

6.  Ratproof  ground  area  in  basement/cellar/under  stairs  

7.  Eliminate  rodent  and/or  cockroach  infestation  on  premises  

8.  Clean  and  maintain  hotel  room(s)  dwelling  unit(s)  in  a  sanitary  manner  at  :  _  

9.  Provide  legal  ventilation  for  furnace  room/water  heater  space/garage/under  floor  area/gas  meters  ,  

(2>Provide/fireproot  garage/rear  yard  to  street  passageway/basement  ceiling  with  approved  fire  rated  materials  . 

11.  Repair/provide  fireproofing  in   :  '.  '.  


 403  HC 

.402-507  HC 
 409  HC 


12.  Provide  lire  sprinkler  system  in  garbage/linen  chute,  garbage/linen  room,  storage  area  or  remove  storage. 

13.  Enclose  stairs  to  basement/cellar  with  approved  materials  and  sell-closing  doors.  plans  req'd. 

14.  Eliminate  paint/hazardous  storage  in.  ,  


15.  Provide  approved  type  flues/connectors  for  gas  appliances  in. 

16.  Rebuild/repair  front/rear  stairway.  Provide  handrails  


.92DPH-402  HC 

 402  HC 

 402  HC 

 4C2-702  HC 

 414  HC 

 414  HC 

 903-905  HC 

 803  HC 

 411-705  HC 

 407  HC 


17.  Replace  all  broken  window  glass.  Repair  sash  and  reputty.  Check  &  repair  hardware  

18.  Repair  stucco/siding  on  Renail  and  paint  exterior/trim. 

19.  Replace/repair  roofing.  Provide/repair  roof  gutters  for  drainage  and  connect  to  sewer. 
(20) Remove/rebuild/fireproof  roof  deck.  Provide/replace  uuluwiii.  uliinniui*t*ta»«««  


.402-403-802  HC 

 402-408  HC 

 408  HC 


21.  Provide/repair/replace/fireproof  stair  penthouse  door/closer.  Install  railing  around  ventshaft 

22.  Provide  stairway/scuttle  hole  from  public  hallway/stair  to  roof  in  approved  location 

23.  Provide  approved  means  of  ventilation  for  stairway/public  halls/elevator  shaft  


(25^ Provide  complete  fire  sprinkler  system  in< 

26.  Install  approved  type  fire  doors/closers  to  basement/main  stair  enclosure . 


'>h^ f#t£-  502-808  HC 

Y^^'A  &^<Le^jt~   807  HC 

^Jj^^^^i,  fti^^^^*//      807  HC 
Cj&s^i-y--  -fr>  7    fiftt-finfi  HC 

'  y      ■  801  HC 


(JZ?  Provide  stairway/fire  escape  lor  second  means  of  egress  /^^^wewfe^.'  ^Zd^L^J<  plans  reqd       7-77-   /)/?  •**  ' 

28.  Provide  corridor  to  fire  escape  at  front/rear/side  and  install  directional  signs   j^o^*^  o^-  * /o^>  1~  L£&£^'\ 


29.  Provide  approved  type  ladder/stair  from  lowest  fire  escape  balcony  to  ground 
(3§)  Provide  approved  type  fire  extinguishers  in  public  halls  at  each  floor 
31.  Remove  or  raise  all  wires,  ropes,  etc.  8  feet  above  roof. 


(^(Install  approved  type  fire  alarm  system/wet/dry  standpipe  as  directed  by  Fire  Oept 
33.  Repair/replace  loose  and  missing  plaster  in  


JL 


801  HC 
801  HC 
904  HC 
24.10  FC 
HC 
.412  HC 


34.  Remove  lot  line  windows,  close  opening  in  an  approved  manner  (N  E  S  W)  wall. 

35.  Close  transom  openings  in  public  hall(s)  in  approved  manner  

36.  Provide  a  bath,  lavatory,  and  water  closet  within  each  apartment  

37.  Provide  additional  bath(s)/lavatory(ies)  on  

38.  Provide  additional  water  closet(s)  on  


.floor(s). 


Jloor(s). 


39.  Water-proof  bath/water  closet  compartment  floor(s)  with  appuived  material(s)  on. 


(fth  Provide  legal  light  and  ventilation  for.  

41.  Remove  torn,  worn,  insanitary  floor  covering  in 


41.  Remove  torn,  worn,  insanitary  floor  covering  in     f  fS'^-^lXu  S    it-P       O   r. 

flpComply  with  attached  Heat/Hot  Water  Notice  f^jiv^t^^ J^oaT-L^'  Jbu^^^j^^^^f' 


43.  Provide  separation  where  water-closet  compartment  opens  into  kitchen  in 

44.  Discontinue  use  and  remove  cooking  facilities  in  illegal  community  kitchen  on. 

45.  Remove  and  cap  gas  lines  at  source  of  supply  for  stove/heater  in  


(46ySubmit  plan  of  each  floor,  showing  correction  of  all  items  listed  hereon. 
47.  Clean/paper  or  paint  walls  and  ceilings  in  


48.  Provide/replace  garbage  receptacles,  provide  tight-fitting  covers. 

49.  Remove  cord  wiring  and  install  one  plug  receptacle  in  each  room  and  2  i 


(SJ)Remove/repair/and/or  replace  deteriorated/substandard 

51.  Fireproof  public  halls  and  soffit  of  stairs  with  approved  1  hour  fire  resistive  materials 


details  req'd. 


 TABLE  5-A  BC 

 502  HC 

 402  HC 

 503  HC 

 503  HC 

 508  HC 

 402-501  HC 

 412  HC 

.707.A/503  I.C.  HC 

 503.10  HC 

 :  503.18  HC 

 406  HC 

 302  BC 

 1001  HC 

 1004  HC 

505  HC 


@)  Fireproof  entire  building  with  approved  1  hour  fire  resistive  materials  and/or  sprinklers  throughout 
53.  Provide  1  hour  fire  separation  between  business  use  and  residential  use 
(wRemove/close/lire  protect  closet  under  stairs  at 

Comply  with  attached 
0s)  Provide  and  maintain. 
57.  Replace  insanitary 


and/or  Plumbing  Report.. 


.additional  usable  off  street  parking  spaces  and/or  City  Planning  requirements. 

itnboards  In  kitchens  on  .    

<§&  Remove  all  non-conforming  partitions  and/or  construction  In  J^-^cuz^je^Ct7 4<^wc£je,  a^ei^J 

  depends  upon  date  of  con 


ART  4  HC 
701  HC 

 701  HC 

 414  HC 

_  802-d  HC 
.  ART  4  HC 

 136  PC 

 402  HC 

 403  HC 


59.  Applicability  of  item(s)  

^ of  earliest  date  of  conversion-affidavits  attached.  (Submit  with  building  permit  application). 

60,  /Compliance  jvith  the  circled  items  will  establish  legality  of  the  structure  as  an  apt>*w*sl  with. 


on. 


lce^wil 


v3 


conversion.  Submit  proof 


.units/ 


-r-v"  f  floors  of  occupancy ..orcpm 

dwelling  with   {^TWnY  unjts/ 


app$  if^uftrEr/Vreve^c 


.105  HC 


fed  to  its  original/last  legal  use  as  an  inirtm-ri  'imi:i/ 

on  x5 — ^Jloors  of  occupancy  or  comply  with  Item  60_  105  HC 

Comply  with  attached(97)  Energy  Insp  Form  (^Security  Checklist  (9p3moke  &  Heat  Ord.  ^          <:j»-*Cr  ^^^^AzJvC^r^fr^ 


HC     •Howling  Coo* 

X1  "      .        /  FC       —  rk*  CoO* 

*C     —  PUnCod* 


[JTr-U<£>;  >->  <^  INSPECTOR  ^ 


San  Francisco  Department  of  Public  Works 


Office  Hours.  S  to  S:3fl  AM  -  -4  to  5  PM 


OSoe 


Address-/^-     ^    3  ^ 


PLUMBING  INSPECTION  REgRT^ 

^   Building  Inspector: 


-Plumbing  Inspector: 


Irupected  on: 

The  following  Veins  that  arc  checked  require  correction  in  accordance  with  the  San  Francisco  Plumbing  Code  and/or  the  San 
Francisco  Housing  Code  or  other  applicable  codes  and  ordinances. 

PLUMBING 

  1.   Repair/replace  defective  traps,  waste  piping,  sewer  piping,  vent  piping,  roof  leader,  air  inlet  cover,  plumbing  fix- 

^^tures. 

_t^2.  Provide  waste/ vent  piping./fittings  of  proper  size,  material. 

  3.  Extend  fixture  vents  to  the  roof. 

  4.  Properly  secure,  grade,  cap  waste/sewer  pipe  lines. 

  5.   Properly  connect  roof  leader(s)  to  sewer. 

  6.   Provide  sewer  trap  and  fresh  air  inlet. 

  7.  Provide  required  area  drain. 

  8.   Provide  trap  to  serve  fixture. 


WATER 

_  9.  Repair/replace  water  piping/fittings  found  to  be  defective,  undersized,  improperly /installed/secured. 
_10.  Remove  cross  connection,  non-conforming  piping  and  cap  at  source. 
_11.  Install  approved  water  pipe  service  valve,  fittings,  air  chambers. 
_12.  Install  fire  sprinklers  as  required  by  building  inspector. 

CAS 

_13.  Remove/replace  gas  piping/gas  fittings  found  to  be  defective,  of  improper  material,  undersize. 
.14.  Provide  approved  gas  control  valve,  drips  in  gas  piping 

_15.  Install  gas  appliance  vent  having  the  required  grade  to  the  flue,  size,  distance  from  combustible  surfaces. 
_16.  Install  gas  appliance  vent  of  approved  material,  properly  secured,  extended  above  roof. 

17,  Remove  unapproved  gas  appliance,  piping  and  cap  line  at  source. 

lfi>  Other  deficiencies. 

19.   Recommended  improvements. 

Location  and  extent  of  items  checked  above: 


W 


 722* 


<3- 


The  items  of  correction  listed  herein  are  those  which  were  observed,  and  does  not  include  violations  which  may  be  concealed  and 
become  evident  when  work  is  begun.  The  recommended  improvements  noted  are  not  code  requirements  but  are  provided  for  your 
assistance  in  upgrading  your  building. 

Please  contact  the  inspector  who  prepared  this  report  if  you  have  any  questionscoj*€erning  the  required  work.  NOTE:  Installation  and 
repair  is  to  be  done  in  a  workmanlike  manner  under  permit.  Permits  required:  CHPlumbing  L3  Building. 

PLUMBING 


4 


lycrniMiviuiti   vyi    ruui.iv/  iiunnj      •      uul\cno  ui    uuill/ihu  IKOrcV/IIWIX 

DIVISION  OF  APARTMENT  AND  HOTEL  INSPECTION 


LCATION 

EOCK  _ 


SECURITY  ORDINANCE  CHECKLIST 


LOT 


3c9 


SEQ. 


_  DATE  /^W^ 
CT         f^T7  77 


l|    1.  PROVIDE  SINGLE  CYLINDER  DEADBOLTS  WITH  MINIMUM  ONE  INCH  THROW- FOR  THE  ENTRY  DOORS  OF  THE  FOLLOWING  UNITS. 


 a. 

2.  PROVIDE  ONE-HALF  INCH  THROW  DEADLATCH  OR  SINGLE  CYLINDER  ONE  INCH  THROW  DEAD80LT  LOCKS  FOR  REAR  OR  SECONDARY  DOORS 
OF  THE  FOLLOWING  UNITS; 


[j    3.  135°  VIEWER  REQUIRED  FOR  THE  ENTRY  DOORS  OF  THE  FOLLOWING  UNITS  (MAXIMUM  MOUNTING  HEIGHT  OF  58  INCHES): 


|   4.  *GLA2ING  ON  THE  INTERIOR  ENTRY  DOOR(S)  MUST  BE  COVERED,  REPLACED  OR  REINFORCED  IN  THE  FOLLOWING  UNITS: 


5.  REPLACEMENT  OR  REINFORCEMENT  WITH  A  MINIMUM  OF  3/8"  PLYWOOD  OR  APPROVED  EQUAL  IS  REQUIRED  FOR  HOLLOW  CORE  OR 
PANEL  ENTRY  DOORS  TO  THE  FOLLOWING  UNITS: 

6.  SLIDING  GLASS  DOORS  MUST  BE  FITTED  WITH  AN  AUXILIARY  LOCKING  DEVICE  IN  ADDITION  TO  THE  PRIMARY  LOCKING  DEVICE  IN  THE 
FOLLOWING  LOCATIONS: 

]   7.  PROVIDE  DEADLATCH  LOCKS  WITH  MINIMUM  ONE-HALF  INCH  THROW  FOR  THE  FOLLOWING  EXIT  DOORS: 

j    \  THE  FOLLOWING  EXTERIOR  DOORS  MUST  BE  PROVIDED  WITH  SELF-CLOSING  DEVICES: 
]   9.  THE  FOLLOWING  EXTERIOR  DOORS  MUST  BE  PROVIDED  WITH  PRIMARY  LOCKING  DEVICES: 

]  10.  OTHER:  


♦REPLACEMENT  GLAZING  MUST  MEET  "UL  972  STANDARD  OF  SAFETY"  OR  BE  1/4"  THICK  WIRE  GLASS  OR  LAMINATED  SAFETY  GLASS. 
REINFORCEMENT  MAY  INCLUDE  3/8"  PLYWOOD,  EXPANDED  STEEL  MESH,  1/4"  PLASTIC  OR  APPROVED  EQUAL 

THIS  IS  ONLY  A  PARTIAL  LIST  AND  IT  ONLY  INVOLVES  ITEMS  ACCESSIBLE  FROM  THE  PUBLIC  AREAS.  IF  YOU  DESIRE  A  COMPLETE  LIST  OF 
SECURITY  REQUIREMENTS  FOR  THE  BUILDING,  PLEASE  CONTACT  THE  UNDERSIGNED  INSPECTOR  FOR  AN  INSPECTION. 

THIS  IS  A  COMPLETE  LIST  OF  ITEMS  TO  COMPLY  WITH  THE  NEW  SECURITY  ORDINANCE  #346-80  AND  #6-82. 

THE  SECURITY  DEFICIENCIES  THAT  ARE  CHECKED  ARE  REQUIRED  TO  BE  CORRECTED  WITHIN  DAYS.  IF  DOORS  ARE 

REPLACED,  WINDOW  FRAMES  REPLACED,  OR  ANY  STRUCTURAL  WORK  DONE  TO  COMPLY  WITH  THIS  ORDINANCE,  A  BUILDING  PERMIT 
MUST  BE  SECURED  FROM  THE  CENTRAL  PERMIT  BUREAU  AT  450  McALLISTER  ST.,  SAN  FRANCISCO,  CA. 

IF  YOU  HAVE  ANY  QUESTION  REGARDING  THIS  NOTICE,  PLEASE  CONTACT  THE  UNDERSIGNED  INSPECTOR  BETWEEN  THE  HOURS  OF 
8-9  AM  AND  4-5  PM,  450  McALLISTER  ST.,  ROOM  302,  SAN  FRANCISCO.  CA  94102,  (415)  558-4505  OR  558-5661. 

PLEASE  CALL  INSPECTOR  WHEN  CHECKED  ITEMS  ARE  CORRECTED 


3 AH  346-80  &  6-82        ORD.  346-80  and  6-82 


HOUSING  INSPECTOR 

J        -     '         REV  5/84 


f 


OFFICE  HOURS: 

8  TO  9  A.M. 
4  TO  5  P.M. 


DEPARTMENT  OF  PUBLIC  WORKS 
BUREAU  OF  BUILDING  INSPECTION 
DIVISION  OF  APARTMENT  AND  HOTEL  INSPECTIONS 

Room  302.  450  McAllister 
San  Francisco,  California  94102-4583 


PHONE: 

558-4505 
558-5661 


fc  HEAT/HOT  WATER  NOTICE 

iMibz-l    Lj_nj^  l^J^uu^. 
13^-  A-v-X-  /^ 


DATE 


LOCATION. 


*  F>      C^£^  -     3  <^<T  ^        BLOCK  /3&f    .OT      3D  CT  f^/ 

"HE  ABOVE  PREMISES  OWNED,  CONTROLLED  OR  OCCUPIED  BY  YOU  ARE  IN  VIOLATION  OF  THE  SAN  FRANCISCO  HOUSING  CODE, 
\ND  YOU  ARE  HEREBY  ORDERED  TO  COMPLY  WITH  THE  FOLLOWING: 


□ 


□ 


□ 

□ 
□ 

□ 


1 


5. 


□  8. 


Provide  heat  to  each  occupied  habitable  room  for  13  hours  between  the  hours  of 
5:00  A.M.  and  11:00  A.M.  and  between  the  hours  of  3:00  P.M.  and  10:00  P.M.  capable 
of  maintaining  a  minimum  room  temperature  of  68  degrees  Fahrenheit  (20  degrees 
Centigrade). 

707.A  HC 

Provide/repair/relocate  locking  or  non-tamperable  temperature-sensing  device  with 
a  +/-  1 16  degree  Fahrenheit  (.8  degree  Centigrade)  tolerance,  centrallylocated 
within  the  building  in  a  habitable  room  to  which  heat  is  provided,  whether  occupied  or 
unoccupied  (not  to  be  located  in  manager  and/or  owner's  unit).  This  device  shall 
maintain  the  required  minimum  room  temperature  of  68  degrees  Fahrenheit  at  a 
point  three  feet  above  the  floor. 

707.A  HC 

Install  a  timeclock  at  or  near  the  heating  source  to  control  the  heating  system. 

707.A  HC 

Set  the  timeclock  to  provide  the  required  amount  and  hours  of  heat  (see  item  one). 

707.A  HC 

Remotely  located  switches  which  override  the  timeclock  operation  are  prohibited. 

707.A  HC 

Provide  showerheads  which  allow  no  more  than  a  3  gallon-per-minute  flow. 
Showerheads  of  the  ball-joint  type  that  cannot  easily  be  removed  from  the  wall  without 
structural  alteration  are  exempt  from  this  requirement. 

503. l.C  HC 

Provide,  to  the  apartment  house  or  hotel,  water  heated  to  a  minimum  temperature  of 
105  degrees  Fahrenheit  (41  degrees  Centigrade)  and  a  maximum  of  120  degrees 
Fahrenheit  (49  degrees  Centigrade)  at  the  hot  water  taps. 

503.1.CHC 

Provide,  for  each  building,  4  gallons  of  hot  water  storage  capacity  per  guest  room 
and  8  gallons  of  hot  water  storage  capacity  per  dwelling  unit.  Storage  capacity/ 
recovery  rate  may  be  varied  as  long  as  compliance  with  current  ASHRAE  standards 
is  maintained. 

503. l.C  HC 

Other  (Provide— -  tf^jfrV  g  Jj>J{  J^^l^n  ^ 


r 

/j  11 


^BOVE  ORDERS  MUST  BE  COMPLIED  WITH  WITHIN 


DAYS.  FAILURE  TO  COMPLY  WITH  SEC.  707.A  HC  MAY  RESULT 


IN  THE  ISSUANCE  OF  A  CITATION  REQUIRING  COURT  APPEARANCE.  1 


{J  HOU 


HOUSING  INSPECTOR 


♦ 


San  Francisco  Department  of  Public  Works  Office: 

Bureau- of  Building  Inspection  <0/^  /_  s~~zr 

Tp|Pphnnft:0>0  7       /  £>£>Q  ■ 

ELECTRICAL  INSPECTION  REPORT 

Address    /_3£=/2B-  ~  ST^A  V£l  I  -   Fi,e  No  Ll^.  

Owner. 

£=~]/y   Electrical  Inspector: 

Date  of  Inspection     /  CJyJ   Building  Inspector:  _i 

The  items  checked  below  are  those  requiring  correction  in  accordance  with  San  Francisco  Electrical  Code,  and/or  Housing  Code,  and 
are  those  which  were  observed  during  inspection  and  do  not  include  violations  which  may  be  disclosed  as  work  progresses. 

Obtain  permit  before  starting  work. 

Based  on  the  following  report  it  is  required  that  the  violations  be  corrected  by  a  registered  electrical  contractor,  subject  to  permit  and 
inspection.  NO  ELECTRICAL  WORK  OF  ANY  KIND  SHALL  BE  PERFORMED  UNTIL  OR  UNLESS  A  BUILDING  PERMIT  HAS 
FIRST  BEEN  ISSUED.  

1.    Hazardous  wiring  is  in  evidence  and  shall  be  removed  or  corrected  (EC  Sec.  3)  


Unapproved  portable  cords  are  fastened  to  the  building,  supplying  electricity  to  lights  and/or  plugs.  EC  Sec.  21,  36,  37d.  All 
portable  electrical  cords  and  associated  plugs,  switches,  etc.  shall  be  removed. 

3.  Fuses  being  used  in  branch  circuits  are  oversized.  EC  Sec.  37a,  37b,  37c,  37d.  Install  'Type  S"  non-tamperable  fuses  of 
proper  size. 

— ^)    Lighting  fixturefs)  and  outlet(s)   \/A/Z-f.rtfy  £  fts-j  iafe)  (improperly  installed!. 

(defective)  (missing).  EC  Sec.  4,  37c.  Same  shall  be  (repaired)  (replaced)  (removed)  (or)  (and)  (outlet[s]  capped). 

5.    Every  room  with  running  water  shall  have  (a)  wall  switch(es)  to  control  lighting  outlets.  HC  505. 

Electrical  appliances  are  plugged  into  lighting  outlets  (in)  (at)  /<V  TZZ^/£7^^T  Aa/7>  734S&Lfe=r*7~*  .  EC  Sec.  37a, 
37b,  37c.  Remove  appliance  or  install  approved  plug  receptable  under  permit  and  inspection  by  this  Division. 

The  main  electrical  service  is  (obsolete)  terni)  t<dii±eAf*rr*ri4\AAa*&  (inadequate!  (and)  in  a  hazardous  condition.  Install  approved, 
enclosed,  "dead  front"  service  wiring-  and  equipment,  adequate  for  the  load  served  under  permit  and  inspection  by  this  division. 
EC  Sec.  4,  37c. 

8.  Open  bare  wiring  at  fuse  panel  boards  to  be  enclosed  "Dead  Front".  EC  Sec.  3. 

9.  Every  habitable  room  shall  have  at  least  one  (1)  electrical  plug  outlet  and  every  kitchen  shall  have  at  least  two  (2)  electrical 
plug  outlets.  HC  505.  Kitchen  plug  outlets  shall  be  wired  to  an  approved  "utility  circuit".  New  plugs  to  be  located  in  usable 
locations. 

10.    (Outlet)  (junction  box)  (panel)  cover(s)  (is)  (are)  missing  .  EC  Sec.  36, 

37.  Install  missing  cover(s). 

.11.    Provide  egress  lighting  as  per  Building  Inspector's  report. 

Inspection  of  tMTZETZ  /£3yg  [aS/11jL  \4//£/fi/c^~ -  was  not  possible  at  the  time  of  inspection  and  further  investigation  may 
expose  items  requiring  maintenance  and/or  repair.  HC  308. 

The  .items  of  correction  listed  herein  are  those  which  were  observed,  and  does  not  include  similar  violations  which  may  be  concealed 
'  ' ;  and  become  evident  when  work  is  begun. 


APARTMENTS  AND  RESIDENTIAL  HOTELS 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 
RESIDENTIAL  ENERGY  INSPECTION  FORM 


(Please  Print) 


P80P6RTT  AOORESS  /  SUKX 


ISO i  L<zj<*z-  <5<t~. 


6 


e!nU3?NG:  (Ch*ck  on«|  Condominium  Q  (No.  of  Units- 


-J 


Apt.  Bldg. 


(No.  of  Unit: 


sA 


crtr.  State  I 


(complete  the  following  as  applicable) 

Is  a  Demolition  Permit  Application  filed  yes  Q  no  [7^L '  W  so,  on  what  date. 
July  1.1978    yesQ    no  TO    If  yes.  date  Permit  Application  was  filed  


Res.  Hotel  Q  (No.  of  Units  !) 


Was  building  built  after 


..  Permit  Application  No._ 


Reason  for  inspection:  (check  one)  Resale  |   |  Metering  Conversion  |  |  Major  alteration  Q   Complete  DAHlJ^   RAP  I   |    Condominium  Conversion  |  | 
Is  there  an  Energy  Escrow  Account  set  up.  or  to  be  set  up,  for  this  property?    yes  Q    no       If  yes.  Form  C  must  also  be  completed  and  filed. 
Basis  for  Expenditure:  (check  one)  Q  1%  of  Purchase  Price  from  Real  Estate  Sales  Contract  or 

1%  of  Assessed  Value  of  Building  (whichever  is  greater) 


PART  A  APARTMENTS  AND  RESIDENTIAL  HOTELS  (Completed  by  Inspector) 
ENERGY  CONSERVATION  MEASURES  (Please  check  below) 
•  ITEMS  CHECKED  "NO"  MUST  BE  CORRECTED  • 


1.  All  accessible  attic  space  above  living  area  is  Insulated  to  a 
minimum  resistance  value  of  R-19. 

EXEMPT,  A  -  Inaccessible  or  no  attic:  unable  to  insulate  

EXEMPT.  B  -  Existing  insulation  is  R-1 1  or  greater 
throughout  90%  of  the  attic.  ' 

2.  All  doors  leading  to  unhealed  areas  are  weetherstrlpped  with 
approved  materials. 

EXEMPT.  A  -  Doors  era  (ire  rated  

3.  a)  Hot  water  heaters  fitted  with  an  Insulation  blanket  or  material 
equal  to  R-6  or  greater 

EXEMPT,  A  -  Non-standard  shaped  tank  

EXEMPT,  8  -  Inaccessible  tank   

b)  First  four  feet  of  hot  water  pipe  is  Insulated  with  a  R-4 
Insulation 

EXEMPT.  A  -  Water  pipe  Inaccessible  or  too  dose  to 
hot  air  flue 

4.  Alt  accessible  shower  heads  or  low  (low  shower  heads 
that  reduce  water  (low  to  at  least  3  gallons  per 
minute. 

EXEMPT,  A  -  Unable  to  modify  shower  heads   


6.  Building  exterior:  caulking  and  sealing  of  all   major  joints 
and  openings  to  the  exterior. 
EXEMPT.  A  -  Inaccessible  


YES   NO  N/A 

□  ftfa 


□  □ 

□  Am 


□  ran 


□  ran 


□  □ 


6.  AD  accessible  heating  and  cooling  ducts  and  plenums  in     

unheated  areas  are  Insulated  with  a  minimum  R-3  Insulation  □  DO  □ 
EXEMPT.  A  -  Inaccessible   


7.  AH  accessible  steam,  steam  condensate  and  recirculating 
hot  water  pipes  throughout  the  structure  are  Insulated  to  a 
minimum  of  R-4  and  all  hot  water  tanks  to  a  minimum  R-6  value.      □  □ 

8.  Cleaning  and  tuning  of  boiler  certified  and  tagged  within  last 

five  years.  □  □ 


9  All  hot  water  steem  leaks  in  boiler.  Including  defective  steam 

traps  and  valves  repaired  [~  ]   j  | 


10.  Time  dock  control  of  burner  provided. 


□  □ 


PART  6  (Completed  by  Certified  Energy  Inspector)  — \ 

I  do  hereby  certify  that  I  have  conducted  the  above  Inspection  and  that  to  the  best 
of  my  knowledge  and  belief  the  above  Information  U  true  and  correct  I  further 
certify  that  neither  I  nor  the  company  I  represent  have  any  financial  Interest  in 
the  structure  inspected  or  In  the  sale  or  Installation  of  any  energy  conservation 
measure  as  identified  In  Part  C. 


J   ID.  I  DAT?  1  t~ 


BoRnM  of  KsrecTo* 

PART  C  COMPLIANCE  CERTIFICATION  INSPECTION  (completed  by 
Certified  Energy  Inspector) 

I  do  hereby  certify  that  all  hems  have  been  complied  with  fully. 

Any  measures  not  corrected  because  limit  of.  required  expenditure  was  met? 

YES  Q    NO  Q     If  yes.  which  numbers  not  done  


SIGNATURE  Of  INSPECTOR 


PART  D  (To  be  completed  by  owner  or  authorized  agent) 

I  do  hereby  certify  that  the  person  whose  signature  appears  In  Part  C  conducted 
an  energy  compliance  inspection  on  the  residence  encaptloned  above. 


SIGNATURE  Of  PROPERTY  OWNER  OR  AUTHORIZED  AGENT 

PARTE  City  and  County  Use  Only 

ACCEPTED 


6T 


KEJECTE0 


OATE 
DATE 


NOTICE  TO  THE  OWNER  • 


AFTER  THE  INITIAL  INSPECTION,  you  must  file  this  form  within  16  days,  at  the  Apt. 
and  Hotel  Inspection  Division.  Rm.  302.  4;  0  McAllister  St_  ($4.00  Filing  Fee  Required).* 

AFTER  THE  COMPLIANCE  INSPECTION  is  properly  signed  (Part  C  and  Part  0).  proof 
of  compliance  shall  be  effected  by  returning  a  copy  of  the  completed  form  for  approval 
to  the  Apartment  and  Hotel  Inspection  Division.  Room  302.  450  McAllister  St. 
(84.00  Filing  Fee  Required).* 

AFTER  BUREAU  APPROVAL  a  copy  of  the  approved  and  completed  form  shall  be 
recorded  by  you  (the  owner)  or  your  Authorized  Agent  with  the  San  Francisco 
County  Recorder's  Office,  prior  to  or  concurrent  with  transfer  of  Title. 

•When  the  Energy  Inspection  is  performed  by  the  Bureau  of  Building  Inspection 
as  pan  of  a  Complete  Code  Compliance  Inspection,  the  Bureau  will  file  the  Inspection 
Report  for  the  owner  and  waive  the  Filing  Fee(s). 


/ECO  6.  82 


0 


| 


APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


Abatement  Appeals  6oarp 
x.  1650  Mission  Street 
San  crancisco.  CA  94 103 
No.  558-5454 


Appeal  N 


Appellant 


The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section" 
203.1' of  the  Building  Code,  Part  H,  Chapter  I,  of  the  San  Francisco  Municipal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  City  and  County  of  San  Francisco,  on  — /  g*7 \  L3J%^.     _  . 

(2)  The  affected  premises  are  located  at . 

San  Francisco.  They  contain        ^  dwelling  units  and     0     rooming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from, 
together  with  any  material  facts  relating  thereto. 

 Extension  of  hearing  held  nn  .limp  22 .    1?C|^  tn  COmfile±£  work  nprP<:«:ary  

|         for  bringing  said  building  to  code.  


(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  be 
modified  or  reversed  by  this  board. 

 Bv   CgaSflnS  of   the   tight   situation  of   the  housing  markpt    in   the  T.'ty^  

and   the  phyqiral    ronditionc;  nf  my   l-^nantc    (ajoc   7^  £  7^)  ! '         ar,a  asking 
for  a  60  days  extension.  

(Attach  additional  sheet(s)  if  necessary.) 

(5)  The  undersigned  is  the  owner/ agent,  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above  , 

(6)  The  official  address  of  the  undersigned  is: 

1501  Lake  Street  -   


San  Franrisrn,  P,A  9*M1fl 


TeL  No.  4S5-.B27-*9^£> 


i 


August  27,  1996 


Date  Filed  Signature  (Print  Name  Below) 

•     Mike  C.  Y.  Lew 

File  Abatement  Appeals  Board  (AA0).  .  .  . 

f«tiAfeff««fe*  q^~M"        Floor.  Sart  Francisco,  CA  94103.  TeL  (415)  558-6454 


pan  Francisco  Building  Code.  Section  203  (s)  provides  as  follows: 

"...The  Abatement  Appeals  8oard  shall  have  the  power  to  hear  and  decide  appeals  from  orders  of  abatement  after 
a  public  hearing  by  the  Director  of  Building  Inspection  made  pursuant  to  Sections  203  (f)  and  203  (1).  and  to  hear  direct 
appeals  as  set  forth  in  Section  203  (b). 

tfhe  Abatement  Appeals  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  public  health,  safety  and 
Ivelfare  are  secured  most  nearly  in  accordance  with  the  intent  and  purpose  of  this  code  and  the  Housing  Code. 

The  Abatement  Appeals  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director  is  not  reasonable 
in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential  property  is  in  non-compliance  with  this  code 
pursuant  to  Section  17299  and  24436.5  of  the  Revenue  and  Taxation  Code  of  the  State  of  California..." 

aid  answer  the  following  questions.  Print  legibly. 

Your  relationship  to  the  property  involy^^(^vher^  owner's  agent,  contractor,  etc.): 

When  was  the  work  done?  .2  £g[  /?       &  :  

Who  did  the  work?        ^  ^    /£>  o  i   \  .  

Were  you  or  the  present  owner  in  ownership  or  possession  when  work  was  performed?  If  no.  explain  (i.e.,  date  property 
purchased  and  approximate  time  when  work  was  performed):  /^-<eJ--      ou."!<^  ^  .  


What  was  the  extent  of  the  work  performed?  How  much  remains  to  be  done? 


What  is  your  occupation?  If  retired,  what  was  your  occupation?  If  you  are  a  co-owner,  list  all  other  co-owners  and  their 
occupations.     ~^<o  i/  ££.  n  /*>  g  n  /  m> 


|o  you  own  other  properties  in  San  Francisco? 


If  yes.  do  any  of  these  properties  have  orders  of  abatement?   

Have  you  owned  property  in  San  Francisco  before?      Vm^1  S  ■ 


Were  you  aware  of  the  permit  requirements  for. this  work?      V_^f  S  - 


T 

Was  one  of  your  employees  negligent  in  regard  to  this  permit  application? 

 £jLi  


What  other  permits  have  you  been  granted  by  the  City? 


What  other  facts  do  you  want  the  Board  to  consider? 


(Continue  on  the  back  of  this  sheet  rt  you  need  more  space. 


re  under  penalty  of  perjury  and  the  laws  of  the  State  of  California  that  the  foregoing  is  true  and  correct, 
ompleted:    Signature:   .   


Print  Name: 


Title  (owner,  contractor, 


.  etc.): 


t 


181  -  ASSESSOR  BLOCK/LOT  QUERY 

BLOCK:  1364  LOT:  030      SITUS  ADDRESS:  138  05TH  AV 

APN  00/1364/  /030/ 

IOWNER  NAME:  LEW  MIKE  C  Y  &  DEBORAH  M  &  AS  OF: 
AVAILING  ADDR:  LEW  MIKE  C  Y  SOURCE: 

1501  U\KE  ST 

SAN  FRANCISCO  CA 

94118 


RECORDATION  DATE:  YEAR  BUILT:  ZONE: 

FULL  VALUE-  LAND: 
IMPS-STRUCT: 
IMPS-FIXT: 
PERS-PROP: 

EXEMPTIONS-HOMEOWNER: 
OTHER: 

NET  VALUE: 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
DEPARTMENT  OF  PUBLIC  WORKS 
CENTRAL  PERMIT  BUREAU 

 19 


'fa 


GENERAL 

RECEIPT 

no.92797 


RECEIVED  FROM: 


•I_ 


CA  rw,* 


J 


PAYMENT  RECEIVED  FOR  THE  ITEMS  INDICATED: 


NUMBER 

DESCRIPTION 

>            ✓        /  -y'y 

/.  ,   f  s>           ^  7  / 

AMOUN 

T 

/ 

-    '  '  '      v    ,•     C.    v-    ■           /       <*>       ■'  --• 

C7 

ACCOUNTING 


CENTRAL  PERMIT  BUREAU 


By  / 


ABATEMENT  APPEALS  ABOARD  CASE  #6622 


Summary  Sheet 


Address:  852-858  Filbert  Street 

Violation: 

Two  illegal  ground  floor  units,  units  lack 
required  ceiling  height,  lack  off-street  parking, 
piumuing,  eiecincai,  piumDing,  secunxy.  txtra 
units  must  be  accessible. 

Life  Hazards: 

One  hour  and  sprinkler  requirements  of  a  4th 
floor  of  occupancy,  lack  of  electrically  operated 
smoke-detector. 

Basis  of  Appeal: 
Action  Requested: 

The  units  are  occupied  by  low-income  families 
and  the  owner  at  time  of  report  (2-24-88)  has 
died.  Units  have  been  in  existence  for  over 
twenty  years. 

Moratorium  to  preserve  low-moderate  income 
housing  on  two  illegal  units..  (Ref.  San 
Francisco  Building  Code  Section  105.3.8.4 
moratorium. 

Staff 

Recommendation: 

Deny  the  moratorium  since  it  does  not  conform 
to  the  requirements  of  section  105.3.8.4. 
Modify  Order  of  Abatement  to  allow  1 5  days  to 
file  for  building  permit  and  all  work  must  be 
completed  in  90-days. 

(P:\summsht.aab) 


ADDRESS 


HIS  CASE  HISTORY  AND  ACTION 

£&Cr  5+  block  Poll 


^Idg.Tvpe  /' 

egal  Stones  

Present  Stories 


 BLOCK. 

Occupancy    ^>  1      Inspector    H/i^/A  ^  '  

Floors    3     Units  1  Guest  Rooms  (T)  (R). 


LOT    A)  < 


Initial  Inspection  Date       /  *2^fL  'f'f 


j      Floors    -4-   Units     //      Guest  Rooms  (T)  (R)  

 Type  Inspector  /iO^AJ^^ 


_Other_ 
Other 


PERMIT  TRACKING: 

Building  PA#  

Electrical  


_FTLED/IS  S  UED/EXPIRED  Date. 
Plumbing  


LIFE  HAZARDS: 


Item: 


Plumbing/Electrical 

Stairs  need  rebuilding/structural  weakness 
Other  


Fireproofing/S  prinklers/ Alarm 
Egress 


OTHER  VIOLATIONS:  Maintenance 


Illegal  Floors/Units 


Reinspection  prior  to  Director's  Hearing 
Inspector's  Recommendation  to  Director. 


(Datel:    7-2  zlL     Posting  Date 


Continue  case  for  30  Days:  

Refer  to  FTB  -  Yes   No 

Director's  Hearing  Date  


Issue  O  of  A: 


Time:     &&&f  fOj*^. 


Decision 


CASE  HISTORY 


NO.  DATE 


REMARKS 


INSP 


TIME 


S6M:  Arf/ 


7» 


Jo 


j£nA4mnG4  ft/*-  *T4a£  71*6    $  J4**co 


70 


^4 


10. 


^7 


tf-     *Jt*"t*tf  ^^x^d^  (_  


(PAHISCASE-HAl 


ABATEMENT  APPEALS  BOARD 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


October  4,  1996 


Case  No.  6622 
852-858  Filbert  Street 
Block  0091     Lot  015 


The  Survivors  Trust 
do  Lai  King  Quan 
1842  Mason  Street 
San  Francisco,  CA  94133 

Dear  Appellant: 

The  matter  will  be  considered  by  the  Abatement  Appeals  Board  on  October  16,  1996  at  1:00 
P.M.  at  War  Memorial  Building,  401  Van  Ness  Avenue,  Room  428. 

Please  note  the  time. 


cc:  Bill  Quan 

Owner  of  Record 
Complainant 
Building  Occupants 
HIS,  CED  &  AAB  files 


[p.tds\aabl096.con] 

(415)  558-6454  1660  Mission  Street,  3rd  Floor  San  Francisco,  CA  94103 


Very  truly  yours, 


William  Wong,  Secretary 
Abatement  Appeals  Board 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street,  San  Francisco,  California  94103-2414 


September  20,  1996 


Appellant's  Name  &  Mailing  Address: 


The  Survivors  Trust 
c/o  Lai  King  Quan 
1842  Mason  Street 
San  Francisco,  CA  94133 


NOTICE  OF  AAB/FTB  HEARING 

Nature  of  Appeal: 
[x  ]       Director's  Order 
[  ]        Franchise  Tax  Board  Notices 
[  ]  Other  


PROPERTY  ADDRESS  852-858  Filbert  Street 
BLOCK     0091     LOT  015   


APPEAL  NO.  6622    Source  Code  DIP 


INSPECTOR     Robert  Noelke 


Dear  Appellant: 

This  is  to  serve  notice  that  your  appeal,  file  with  the  Abatement  Appeals  Board  on 
September  19.  1996.  will  be  heard  by  the  Board  at  3:00  p.m.  on  October  2.  1996.  Wednesday,  in  Room  428, 
War  Memorial  Building,  401  Van  Ness  Avenue,  San  Francisco,  CA. 

If  further  information  is  desired,  please  inquire  with  the  Abatement  Appeals  Board  staff  of 
the  Department  of  Building  Inspection,  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103  or  call 
(415)  558-6454.  Please  bring  any  documents  and  information  that  may  support  your  appeal  such  as  contracts, 
permits,  etc. 

You  are  required  to  appear  personally.  Failure  to  be  represented  may  constitute  a  denial  of  this 
appeal.  If  you  wish,  you  may  be  represented  by  counsel  of  your  choice  and/or  bring  witnesses  to  provide 
testimony 


Very  truly  yours, 


William  Wong,  Secretary  £s 
Abatement  Appeals  Board 

Original  Notice  of  Hearing  is  sent  to  Appellant . 

cc:  Bill  Quan,  Owner  of  Record,  Complainant,  and  Building  Occupants 

[p:tds\aab-hrg.l096] 

(415)  558-6454  1660  Mission  Street,  3rd  Floor,  San  Francisco,  CA  94103 


♦ 


COujvjN 


DEPARTMENT  OF  BUILDING  INSPECTION 


City  &  County  of  San  Francisco 

1660  Mission  Street ,  San  Francisco,  CA  94103-2414 


it**- 


August    26,  1996 


Owner 

SURVIVORS  TRUST  THE 

%  LAI  KING  QUAN 

1842  MASON  ST 

SAN  FRANCISCO  CA,  94133 


— A 


Property  Address:  852  858  FILBERT  ST,  0000 

Seq:  01 


Block:  0091  Lot:  015 

Tract:  103  Case:  DI0 
Complaint:  35086 


Inspector:  Williams 

ORDER  OF  ABATEMENT  UNDER  SAN  FRANCISCO  BTIJLDING  CODE  SECTION  102-12. 18.5  ORDER  NO.  2852-A 

HEARING  OF_THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT  OF  BUILDING  INSPECTION  AGAINST  THE 
PROPERTY  AT  THE  LOCATION  SHOWN  ABOVE  WAS  HELD  ON  August    08,1996       IN  ACCORDANCE  WITH  THE  SAN 
FRANCISCO  BUILDING  CODE  SECTION  102.  THE  HEARING  WAS  CONDUCTED  BY  A  REPRESENTATIVE  OF  THE 
DIRECTOR  THE  OWNER  WAS  REPRESENTED. 

BASED  UPON  THE  FACTS  AS  SUBMITTED  AT  THE  HEARING,  THE  DIRECTOR  FINDS  AND  DETERMINES 

AS  FOLLOWS:         

1.  THATtJOTICE-HAS  BEEN  DULY-GIVEN  AS  REQUIRED  BYLAWANDJfflE-ORDERi!)F  DmECTORrANDMGRE  —  - 

"  ^  THAT  THE  CONDITIONS  ARE  AS  STATED  IN  THE  COMPLAINT  OF  THE  DIRECTOR  OF  THE  DEPARTMENT 

f  OF  BUILDING  INSPECTION. 
3.  THAT  THE  CONDITIONS  OF  SAID  STRUCTURE  CONSTITUTES  A  PUBLIC  NUISANCE  UNDER  THE  TERMS  OF 
THE  BUILDING  CODE  OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO. 

THE  DIRECTOR  HEREBY  ORDERS  THE  OWNER  OF  SAID  BUILDING  TO  COMPLY  WITH  THE  FOLLOWING: 


1 .  30    DAYS  TO  FILE  FOR  A  BUILDING  PERMIT. 

2.  30     DAYS  TO  MEET  PLAN  REVIEW  PROCESS. 

3 .  30    DAYS  THEREAFTER,  FOR  THE  BALANCE  OF  THE  WORK  IN  THE  REPORT. 
THE  TIME  PERIOD  SHALL  COMMENCE  FROM  THE  DATE  OF  THIS  ORDER.  . 

THE  DEPARTMENT  OF  BUILDING  INSPECTION  SHALL  BE  REIMBURSED  BY  THE  OWNER  OF  SAID  BUILDING 
FOR  ABATEMENT  COSTS  PURSUANT  TO  THE  ATTACHED  AND  FUTURE  NOTICES. 

APPEAL:  PURSUANT  TO  SECTION  102.9  OF  THE  SAN  FRANCISCO  BUILDING  CODE,  THIS  ORDER  MAY 
BE  APPEALED  TO  THE  ABATEMENT  APPEALS  BOARD.  APPEALS  MUST  BE  IN  WRITING  ON  FORMS  OBTAINED 
FROM  THE  ABATEMENT  APPEALS  BOARD  AT  1660  MISSION  ST.,  6TH  FL.,  SAN  FRANCISCO,  CA  94103,  (558-6454), 
AND  MUST  BE  FILED  WITH  THE  SECRETARY  OF  THE  BOARD  WITHIN  TEN  (10)  DAYS  OF  THE  POSTING  AND  SERVICE 
OF  THIS  ORDER. 


RECOMMENDED  BY 


^sley  Stansfield 

fief  of  Housing  Inspection  Services 


VERY  TRULY  YOURS, 

FRANK  Y.  CfflU,  DIRECTOR 
DEPARTMENT  OF  BUILDING  INSPECTION 


Phone  No.  (415)  558-6220 


FAX  No.  415-558-6249  (I:\appls\pennits\reports\ooafonnl) 


♦ 


City  and  County  of  San  Francisco 
Department  of  Public  Works 
Bureau  of  Building  Inspection 
Division  of  Apartment  and  Hotel 

Inspection 
450  McAllister  Street,  Room  205 
San  Francisco,  California  94102 

NOTICE  OF  VIOLATION 

OF  THE  SAN  FRANCISCO  MUNICIPAL  CODES  RENDERING 
HOUSING  TO  BE  SUBSTANDARD  (PER  SECTIONS  17299(b)(2) 
AND  24436.5(b)(2),  REVENUE  AND  TAXATION  CODE) 


Date 


Address:  X.<TJL  -  ,<r<?  fr/ierJ-  £f\ 
Assessor's  Block                   Lot  AT" 
TO:  BBI   Complaint  $   


J2  t/4H    A/e&.    /-g^y   Inspection  Date:    f^-  J.6-  <9£  

v  Residential  Environment  ./ 

/#Y&  Sf-   Inspector:       ^  kerf-  A/ov/A^ 

ic's'<-e       CA  Phone:     558-4505    or  558-4661 


AND  TO  THE  OWNERS,  THEIR  SUCCESSORS,  AND  ALL  OTHER  PERSONS  HAVING 
ANY  INTEREST  IN  THE  ABOVE  DESCRIBED  PROPERTY  LOCATED  IN  THE  CITY  AND 
COUNTY  OF  SAN  FRANCISCO: 

PLEASE  TAKE  NOTICE  that  on  the  inspection  date  shown  above, 
the  above  described  premises    was   inspected  by  inspectors  of  the 
Bureau  of  Building  Inspection  of  the  Department  of  Public  Works,  As 
a  result  of  the  inspection,  numerous  conditions  were  found  to  exist 
in  the  premises,  as  more  particularly  described  in  the  inspection 
report(s)  attached  to  the  notice  of  violation  mailed  to  the  owner, 
maintained  in  the  premises  in  violation  of  the  provisions  of  the  San 
Francisco  Municipal  Code"  dealing,  among  other  things,  with  health, 
safety  or  building.     Based  upon  this  inspection,  the  Superintendent 
has  determined  and  declares  these  premises  to  be  substandard  housing. 

ACCORDINGLY,  THE  SUPERINTENDENT  OF  THE  BUREAU  OF  BUILDING 
INSPECTION  HEREBY  ORDERS  the  owner  of  the  above  described  substandard 
property,  within  thirty  (30)  days,  to  contact  the  inspector  and  make 
application  for  the  necessary  permits  to  correct  the  conditions  in 
the  premises  maintained  in  violation  of  the  Municipal  Code,  and  there- 
after obtaining  permits  and  proceed  to  correct  the  conditions  diligently 
and  expeditiously. 

WARNING 

Sections  17299  and  24436.5  of  the  Revenue  and  Taxation  Code 
provide,  inter  alia,  that  a  taxpayer  who  derives  rental  income  from 
housing  determined  by  the  local  regulatory  agency  to  be  substandard 
by  reason  of  violation  of  state  or  local  codes  dealing  with  health, 
safety  or  building,  cannot  deduct  from  state  personal  income  tax  and 
bank  and  corporate  income  tax,  deductions  for  interest^  depreciation 
or  taxes  attributable  to  such  substandard  structure  where  the  sub- 
standard conditions  are  not  corrected  within  six  (6)  months  after 
notice  of  violation  by  the  regulatory  agency.     (PLEASE  TAKE  NOTICE 
THAT  THE  DATE  OF  THIS  NOTICE  MARKS  THE  BEGINNING  OF  THE  SIX-MONTH 
PERIOD  REFERRED  TO  ABOVE.) 


'   NOV  -   A  - 


1 


Location, 
Prepared  By_ 

Date  Inspected  /~  *kSl£2- 


San  Francisco  Department  of  Public  Works 
BUREAU  OF  BUILDING  INSPECTION 
DIVISION  OF  APARTMENT  HOUSE 
ANO  HOTEL  INSPECTION  REPORT 


HOUSING  INSPECTOR 

 Sent. 


  Owner,    ff^CVf  ~7f«~.  

J)  Address  {OXl  4bUL!L 


The  following  Itemi  that  are  circled  require  correction  In  accordance  with  the  San  Francisco  Homing  Code  and/or  other  applicable  Code*  and  Ordinance* 

1.  Repair/replace  broken  sidewalk/paving  at  front/rear/side  

2.  Remove  all  rubbish  from  yard/court/basement/cellar   

3.  Raise  foundation  and/or  lower  grade  using  approved  materials  and  method  at  _  _  

4.  Install  approved  type  floor/deck,  yard  drain  at   —  

5.  Provide  gas  service  shutoff  In   .  —  

6.  Ratproof  ground  area  In  basement/cellar/under  stairs   .  

7.  Eliminate  rodent  and/or  cockroach  Infestation  on  premises   ■  


 747  PW 

.402-1006  HC 

 403  HC 

_402-507  HC 
 409  HC 


8.  Clean  and  maintain  hotel  room(s)  dwelling  unit(s)  In  a  sanitary  manner  at  

9.  Provide  legal  ventilation  for  furnace  room/water  heater  space/garage/under  floor  area/gas  meters  

10.  Provide/fireproof  garage/rear  yard  to  street  passageway/basement  celling  with  approved  fire  rated  materials. 

11.  Repair/provide  fireprooflng  in  


12.  Provide  fire  sprinkler  system  in  garbage/linen  chute,  garbage/linen  room,  storage  area  or  remove  storage. 

13.  Enclose  stairs  to  basement/cellar  with  approved  materials  and  self-closing  doors_^  plans  req'd. 

14.  Eliminate  paint/hazardous  storage  in  


15.  Provide  approved  type  flues/connectors  for  gas  appliances  in. 

16.  Rebuild/repair  front/rear  stairway.  Provide  handrails . 


92DPH^102  HC 

 402  HC 

 402  HC 

_ 402-702  HC 

 414  HC 

 414  HC 

 903-905  HC 

 803  HC 

 411-705  HC 

 407  HC 


17.  Replace  all  broken  window  glass.  Repair  sash  and  reputty.  Check  &  repair  hardware  

18.  Repair  stucco/siding  on  Renail  and  paint  exterior/trim. 

19.  Replace/repair  roofing.  Provide/repair  roof  gutters  for  drainage  and  connect  to  sewer  

20.  Remove/rebuild/fireproof  roof  deck.  Provide/replace  defective  chimney/flue  caos_  


21.  Provide/repair/replace/fireproof  stair  penthouse  door/closer.  Install  railing  around  ventshaft. 

22.  Provide  stairway/scuttle  hole  from  public  hallway/stair  to  roof  in  approved  location  

23.  Provide  approved  means  ot  ventilation  for  stairway/public  halls/elevator  shaft  

24.  Enclose  interior  stairway(s)  in  an  approved  manner  or  comply  with  Item  25. 


25.  Provide^ complete  fire  sprinkler  system  In  all  public  halls,  corridors,  stairways  per  plan. 

26.  Install  approved  type  fire  doors/closers  to  basement/main  stair  enclosure  

27.  Provide  stairway/fire  escape  for  second  means  of  egress. 


<j2?Provide  cwidor  to  lira  etcapo  at  (retit/rear/oie'c  and  install  directional  signs. 
29.  Provide  approved  type  ladder/stair  from  lowest  fire  escape  balcony  to  ground. 


.  plans  req'd. 


(3$)  Provide  approved  type  fire  extinguishers  In  public  halls  at  each  floor  and  to  /'gc/^yc 
31.  Remove  or  raise  all  wires,  ropes,  etc.  8  feet  above  roof.  ' 


32.  install  approved  type  fire  alarm  system/wet/dry  standpipe  as  directed  l?y  Fire  Dept. . 

33.  Repair/replace  loose  and  missing  plaster  in  ;  


.402-403-802  HC 

 402-408  HC 

 408  HC 

 402-408  HC 

 403-712  HC 

 412-805  HC 

 805  HC 

 502-808  HC 

 807  HC 

 807  HC 

 803-806  HC 

 801  HC 

 801  HC 

 801  HC 

 904  HC 

 24.10  FC 

 901-907  HC 

 412  HC 


34.  Remove  lot  line  windows,  close  opening  in  an  approved  manner  (N  E  S  W)  wall. 

35.  Close  transom  openings  In  public  hall(s)  in  approved  manner  

36.  Provide  a  bath,  lavatory,  and  water  closet  within  each  apartment  

37.  Provide  additional  bath(s)/lavatory(ies)  on  

38.  Provide  additional  water  closet's)  on  


.  floor's). 


.floor's). 


39.  Water-proof  bath/water  closet  compartment  floor(s)  with  approved  materlal(s)  on  

fih.  Provide  legal  ligW-etid  ventilation  for  6*^  r  Jfa&siutLt££Mti±t.  2£/L 


Qy.  Remove  torn,  worn,  iaoanltary  floor  covering  in. 
42.  Comply  with  attached  Heat/Hot  Water  Notlce_ 


.TABLE  5-A  BC 

 502  HC 

 402  HC 

 503  HC 

 503  HC 

 508  HC 

 402-501  HC 

 412  HC 


43.  Provide  separation  where  water-closet  compartment  opens  into  kitchen  in  

44.  Discontinue  use  and  remove  cooking  facilities  In  illegal  community  kitchen  on. 

45.  Remove  and  cap  gas  lines  at  source  of  supply  for  stove/heater  in  


Submit  plan  of  each  floor,  showing  correction  of  all  items  listed  hereon    

[4).  Clean/paper  or  patet  walls  and  ceilings  in  ffr/  4*rt(rH.  Cte^ftL  On^-^j  /  shu^-fk+ll  frz 
48.  Provide/replace  garbage  receptacles,  provide  tight-fitting  covers  \    


49.  Remove  cord  wiring  and  Install  one  plug  receptacle  In  each  room  and  2  in  the  kitchen's). 

50.  Remove/repair/and /or  replace  deteriorated/substandard  


51.  Fireproof  public  halls  and  soffit  of  stairs  with  approved  1  hour  fire  resistive  materials. 


details  req'd. 


Fireproof  entire  building  with  approved  1  hour  fire  resistive  materials  ancwW*  sprinklers  throughout 

53.  Provide  1  hour  fire  separation  between  business  use  and  residential  use  

54.  Remove/close/ftre  protect  closet  under  stairs  at  


I  Comply  with  attached  Electrical  and/or  Plumbing  Report  

I  Provide  and  maintain  2*.  additional  usable  off  street  parking  spaces  and/or  City  Planning  nquiromontc.. 


57.  Replace  Insanitary  wood  dralnboards  In  kitchens  on. 

58.  Remove  all  non-conforming  partitions  and/or  construction  In   ;  

59.  Applicability  ot  item(s)  I  depends  upon  date  of  conversion.  Sjbmit  proof 

j^of  earliest  date  of  conversion-affidavits  attachod.  (Submit  with  building  permit  application). 

(^PCompliance  with  the  circled  Items  will  establish  legality  of  the  structure  as  an  apt/he4el  with. 
^»  on     ff   floors  of  occupancy,  ef-e&^/vJrfh'Ytem  61.  


707.A/503  I.C.  HC 

 503.10  HC 

 :503.1B  HC 

 406  HC 

.302  BC 
.1001  HC 

 1004  HC 

.405-505  HC 
_  ART  4  HC 

 701  HC 

 701  HC 

 414  HC 

_802.dHC 
.  ART  4  HC 
_^_136PC 

 402  HC 

 403  HC 


// 


■unlts/renitts 


105  HC 


do  not  apply  If  structure  is  reverted  to  Its  original/last  legal  use  as  an  apartment/hotel/ 
units/warns  on  2.  floors  of  occupancy  or  comply  with  Item  60  


dwellingwrth. 

Comply  with  attached(97^Energy  Insp  Form  Cw^Becurity  Checklist  99.  Smoke  &  Heat  Ord. 


.105  HC 


^tyrtv-rS  £LPf/iny    Ae,y£f-  -fh  r  At^cr*,,*  /  U«/fi    -24  V- 


">t>*ficy  atcf  4//  Molrj  isr-t,.: 


T>»  hiH  wMg  HHdH  «—  wq^nrt  to  H 


A' 


-  ftm  CoO* 
—  (*wbHc  wvi  Com 


BUILDING  INSPECTOR 


fl 


1 


APARTMENTS  AND  RESIDENTIAL  HOTELS 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 
RESIDENTIAL  ENERGY  INSPECTION  FORM 


(Please  Print) 


PROPERTY  ADORESS 


1± 


?v4«  //ee.  {-to**   


BLnuiwG-.  <ci>«*  oo«|  Condominium  [~~]  (No.  of  Units. 


_)  Apt.  Bldg^gJ  (No.  of  I  inrtt  / /  )  Res.  Hotel  Q  (No.  of  Units  ',  ) 


(complete  the  following  as  applicable) 

Is  a  . Demolition  Permit.  Application  filed  yes  Q  no  ^<J"  If  so.  on  what  date. 
July  1 .  1 978    yes  Q  '  nop^  if  yes.  date  Permit  Application  was  filed  


Was  building  built  after 


Permit  Application  No.. 


Reason  for  inspection:  (check  one)  Resale  Q  Metering  Conversion  Q  Major  alteration  Q   Complete  DAHI  fW   RAP  Q    Condominium  Conversion  Q 
Is  there  an  Energy  Escrow  Account  set  up.  or  to  be  set  up.  for  this  property?    yes  Q    no       If  yes.  Form  C  must  also  be  completed  and  filed. 
Basis  for  Expenditure:  (check  one)  |   |  1%  of  Purchase  Price  from  Real  Estate  Sales  Contract,  or,.  -: 
J2t  1%  of  Assessed  Value  of  Building  (whichever  Is  greater) 


3.  a)  Hot  water  heaters  fitted  with  an  Insulation  blanket  or  material 
equal  to  R-6  or  greater  . 

EXEMPT.  A  -  Non-standard  shaped  tank  

EXEMPT.  B  -  Inaccessible  tank   

b)  First  four  feet  of  hot  water  pipe  Is  insulated  with  a  R-4 
insulation 

EXEMPT.  A  -  Water  pipe  Inaccessible  or  too  dose  to 
hot  air  flue' 

4.  All  accessible  shower  heads  or  low  flow  shower  beads 
that  reduce  water  (low  to  at  least  3  gallons  per 
minute. 

EXEMPT.  A  -  Unable  to  modify  shower  heads   

6.  Building  -  exterior:,  caulking  and.  sealing  of  all  major  joints 
and  openings  to  the 'exterior. 
EXEMPT,  A  -  Inaccessible  

6.  All  accessible  heating  and  cooling  ducts  and  plenums ;  in 
unheated  areas  are  Insulated  with  a  minimum  R-3  insulation 
EXEMPT,  A  •  Inaccessible  _____  """"  ' 


7.  All  accessible  steam,  steam  condensate  »tjj  recirculating 
hot  water  pipes  throughout  the  structure  are  insulated  to  a 
minimum  of  R-4  and  all  hot  water  tanks  to  a  minimum  R-6  value. 

8  Cleaning  and  tuning  of  boiler  certified  and  tagged  within  last 
five  years. 


9.  All  hot  water  steam  leaks  in  boiler,  including  defective  steam 
trops  and  valves  repaired. 


10.  Time  clock  control  of  burner  provided. 


YES   NO  N/A 


□  □  _f 


PART  A  APARTMENTS  AND  RESIDENTIAL  HOTELS  (Completed  by  Inspector) 
ENERGY  CONSERVATION  MEASURES  (Please  check  below) 
•  ITEMS  CHECKED  "NO"  MUST  BE  CORRECTED  • 

s  ,..,„.. ..... 

1.  AII  accessible  attic  space  above  living  area  is  insulated  to  .a 
minimum  resistance  value  of  R-19. 

EXEMPT.  A  -  Inaccessible  or  ho  attic:  unable  to  insulate   

EXEMPT,  B  -  Existing  insulation  Is  R-l  1  or  greater 
..throughout  80*  of  the  attic  

-       -Wer  i?" 

2.  All  doors  leading  to  unheated  areas  are  weatherstrtpped  with 
approved  materials. 

EXEMPT,  A  •  Doors  are  fire  rated  


□  JS  □ 

□  g|  □ 

□  _TD 

□  'cam 

□ i  n  is 

□  □  a 
on® 

□  □  Ca 

□  □__ 


PART  B  (Completed  by  Certified  Energy  Inspector) 

I  do  hereby  certify  that  I  have  conducted  the  above  inspection  and  that  to  the  best 
of  my  knowledge  and  belief  the  above  information  is  true  and  correct  I  further 
certify  that. neither  I  nor  the  company  I  represent  have  any  financial  interest  In 
the  structure  inspected  or  in. the  sale  or  installation  of  any  energy  conservation 
measure  as  Identified  in  Part  C   i  — 

signature  or  mmctor  ld.  a  tCrre 

PART-C '  COMPLIANCE  CERTIFICATION   INSPECTION  (completed  by 
•  i   •      Certified  Energy  Inspector) 

I  do  hereby  certify  that  all  Hams  have  been  complied  with  fully. 

Any  measures  not  corrected  because  limit  of  required  expenditure  was  met 

YEstD    N0_]     If  yes,  which  numbers  not  done  ____________________ 


SIGNATURE  Of  WSPECTOfl 


PART  D  (To  be  completed  by  owner  or  authorized  agent) 

I  do  hereby  certify  that  the  person  whose  signature  appears  In  Part  C  conducte- 
an  energy  compliance  Inspection  on  the  residence  encaptioned  above. 


SIGNATURE  OF  PROPERTY  OWNER  OB  AUTHOACED  AGENT 

PARTE  City  and  County  Use  Only 

ACCEPTED 


'  SY 


REJECTED 


•  .    -  T7T~ •  NQTICE  TQ.THE  OWNER  — r-  

AFTER  THE  INITIAL  INSPECTION,  you  must  file  this  form  within  16  days,  at  the  fi 
and  Hotel  Inspection  Division.  Rm.  302.  460  McAllister  SL  (S4.00  Filing  Fee  Require! 

AFTER  THE  COMPLIANCE  INSPECTION  is  property  signed  (Part  C  and  Part  D).  pr- 
of compliance  shall  be  effected  by  returning  a  copy  of  the  completed  form  for  appro 
to  the  Apartment  and  Hotel  Inspection  Division.  Room  302.  450  McAllister 
(S4.00  Filing  Fee  Required).* 

AFTER  BUREAU  APPROVAL  a  copy  of  the  approved  and  completed  form  shall 
recorded  by  you  (the  owner)  or  your  Authorized  Agent,  with  the  San  Franci: 
County  Recorder's  Office,  prior  to  or  concurrent  with  transfer  of  Title. 
•When  the  Energy  Inspection .  Is  performed  by  the  Bureau  of  Building  lnso;<r. 
as  pan  of  a  Complete  Code  Compliance  Inspection,  the  Bureau  will  file  the  Inspeci 
Report  for  the  owner  and  waive  the  Filing  Feefs). 


rORM9O03  0  036 


OWNER 


City  and  County  of  San  Francisco 


DATE: 


Department  of  Public  Works 
Bureau  of  Building  Inspection 


LOCATION 


><|apt.  house 


HOTEL 


JT,„  /V<^tr^  BLOCK/LOT  7// /  S~~  CT 


Smoke  Detector  Inspection  Report  on  San  Francisco  Ordinance  386-84 

California  Health  and  Safety  Code  13113.7 


□ 


1.  This  building  is  completely  sprinklered  and  is  exempted  from  the  above  ordinance 
and  State  Code  requirements  for  the  installation  of  smoke  detectors. 


EH  2.  This  building,  with  a  central  station  smoke  detector  system  in  the  public  halls, 
must  install  battery*  operated  smoke  detectors  in  all  units  on  or  before  January  1, 
1987. 

^  3.  This  building  must  have  hardwired  single  station  smoke  detectors  installed  in  all 
units  on  or  before  September  7,  1987  and  battery*  operated  smoke  detectors 
installed  in  public  stairwells  on  or  before  January  1,  1987. 

You  are  hereby  required,  within  thirty  (30)  days,  after  September  7,  1987  to  have  an  electrical 
contractor  secure  an  electrical  permit  to  install  the  hard-wired  single  station  smoke  detectors 
connected  to  the  building  wiring  system  in  conformity  with  all  applicable  codes.  The 
smoke  detectors  are  to  be  located  adjacent  to  the  sleeping  areas  of  the  unit  on  the  ceiling 
or  within  twelve  (12)  inches  of  the  ceiling,  but  no  closer  than  six  (6)  inches  to  the  ceiling 
if  wall  mounted.  The  work  is  to  be  completed  within  sixty  (60)  days.  Failure  by  the  contractor 
to  complete  the  work  and  submit  the  compliance  certification  within  the  specified  time 
will  not  be  a  cause  for  delay  in  abatement  proceedings  against  the  owner(s). 

'Installation  of  battery-operated  smoke  detectors  does  not  require  an  electrical  permit. 


9003-36  HID  -  SO  9/87 
hong/2 


(415)  558-6220 


Housing  Inspector 
450  McAllister  Street  RM.  302        San  Francisco  94102- 


< 


HOUSING  INSPECTION  DIVISION 

I  SECURITY  ORDINANCE  CHECKLIST 

OCATION  ^T^-    SZ2_        £l7br±L    c5/.   DATE    /~  ^_ZlK. 

3LOCK  fJL   LOT  ££lL  SEQ.  O  /   CT  /&^3  

^)  1.  PROVIDE  SINGLE  CYLINDER  DEADBOLTS  WITH  MINIMUM  ONE  INCH  THROW  FOR  THE  ENTRY  DOORS  OF  THE  FOLLOWING  UNITS: 

2  PROVIDE  ONE-HALF  INCH  THROW  DEADLATCH  OR  SINGLE  CYLINDER  ONE  INCH  THROW  DEADBOLT  LOCKS  FOR  REAR  OR  SECONDARY  DOORS 
OF  THE  FOLLOWING  UNITS: 



3    3.   135£  VIEWER  REQUIRED  FOR  THE  ENTRY  DOORS  OF  THE  FOLLOWING  UNITS  (MAXIMUM  MOUNTING  HEIGHT  OF  58  INCHES): 

26  9  2  A  

/ 

jy   4.  *GLAZING  ON  THE  INTERIOR  ENTRY  DOOR(S)  MUST  BE  COVERED,  REPLACED  OR  REINFORCED  IN  THE  FOLLOWING  UNITS: 


5.  REPLACEMENT  OR  REINFORCEMENT  WITH  A  MINIMUM  OF  3/8"  PLYWOOD  OF.  APPROVED  EQUAL  IS  REQUIRED  FOR  HOLLOW  CORE  OR 
PANEL  ENTRY  DOORS  TO  THE  FOLLOWING  UNITS: 


6.  SLIDING  GLASS  DOORS  MUST  BE  FITTED  WITH  AN  AUXILIARY  LOCKING  DEVICE  IN  ADDITION  TO  THE  PRIMARY  LOCKING  DEVICE  IN  THE 
FOLLOWING  LOCATIONS: 


M    7-  PROVIDE  DEADLATCH  LOCKS  WITH  MINIMUM  ONE-HALF  INCH  THROW  FOR  THE  FOLLOWING  EXIT  DOORS: 


)  8.  THE  FOLLOWING  EXTERIOR  DOORS  MUST  BE  PROVIDED  WITH  SELF-CLOSING  DEVICES: 


9.  THE  FOLLOWING  EXTERIOR  DOORS  MUST  BE  PROVIDED  WITH  PRIMARY  LOCKING  DEVICES: 


~|  10.  OTHER: 


*  REPLACEMENT  GLAZING  MUST  MEET  "UL  972  STANDARD  OF  SAFETY"  OR  BE  1/4"  THICK  WIRE  GLASS  OR  LAMINATED  SAFETY  GLASS 
REINFORCEMENT  MAY  INCLUDE  3/8"  PLYWOOD,  EXPANDED  STEEL  MESH,  1/4"  PLASTIC  OR  APPROVED  EQUAL. 


THIS  IS  ONLY  A  PARTIAL  LIST  AND  IT  ONLY  INVOLVES  ITEMS  ACCESSIBLE  FROM  THE  PUBLIC  AREAS.  IF  YOU  DESIRE  A  COMPLETE  LIST  OF 
SECURITY  REQUIREMENTS  FOR  THE  BUILDING,  PLEASE  CONTACT  THE  UNDERSIGNED  INSPECTOR  FOR  AN  INSPECTION. 

25    TH|S  IS  A  COMPLETE  LIST  OF  ITEMS  TO  COMPLY  WITH  THE  NEW  SECURITY  "ORDINANCE  #346-80  AND  #6-82. 

THE  SECURITY  DEFICIENCIES  THAT  ARE  CHECKED  ARE  REQUIRED  TO  BE  CORRECTED  WITHIN   DAYS.  IF  DOORS  ARE 

REPLACED,  WINDOW  FRAMES  REPLACED,  OR  ANY  STRUCTURAL  WORK  DONE  TO  COMPLY  WITH  THIS  ORDINANCE,  A  BUILDING  PERMIT 
MUST  BE  SECURED  FROM  THE  CENTRAL  PERMIT  BUREAU  AT  450  McALLISTER  ST.,  SAN  FRANCISCO,  CA. 

IF  YOU  HAVE  ANY  QUESTION  REGARDING  THIS  NOTICE,  PLEASE  CONTACT  THE  UNDERSIGNED  INSPECTOR  BETWEEN  THE  HOURS  0 
8-9  AM  AND  4-5  PM,  450  McALLISTER  ST.,  ROOM  302,  SAN  FRANCISCO,  CA  94102,  (415)  558-6220. 


PLEASE  CALL  INSPECTOR  WHEN  CHECKED  ITEMS  ARE  CORRECTED 


HID  346-80  «,  6  82       ORD.  346-80  and  6-82 


HOUSING  INSPECTOR 
REV.  8/87  9003D-11 

INSPECTOR 


San  Francisco  Department  of  Public  Works 
Bureau  of  Building  Inspection 


Office  Hours:  8  to  8:30  AM  -  4  10  5  PM 


Office 


Telephone 


PLUMBING  INSPECTION  REPORT 

i,,,F<acd  on  ^(fc^^_j2^_r:  /  ^  ^  Plumbing  Inspector:   M  '  £  ' 


The  following  items  that  are  checked  require  correction  in  accordance  with  the  San  Francisco  Plumbing  Code  and/or  the  San 
Francisco  Housing  Code  or  other  applicable  codes  and  ordinances. 

PLUMBING 

  1.  Repair/replace  defective  traps,  waste  piping,  sewer  piping,  vent  piping,  roof  leader,  air  inlet  cover,  plumbing  fix- 

tures. 

2,  Provide  waste/vent  piping./fittings  of  proper  size,  material. 

  3.  Extend  fixture  vents  to  the  roof . 

 4.  Properly  secure,  grade,  cap  waste/sewer  pipe  lines. 

 5.  Properly  connect  roof  leader(s)  to  sewer. 

 6.  Provide  sewer  trap  and  fresh  air  inlet. 

  7.  Provide  required  area  drain. 

  8.  Provide  trap  to  serve  fixture. 


WATER 

.  9.  Repair/replace  water  piping/fittings  found  to  be  defective,  undersized,  impror*riy/instaued/ieoire<L  — \ 

10.  Remove  cross  connection,  wjn<onforming  piping  and  cap  at  source. 

1.  Install  approved  water  pipe  service  valve,  fittings,  air  chambers. 

!,  Install  fire  sprinklers  as  required  by  building  inspector. 

t  GAS 

 13.  Remove/replace  gas  piping/gas  fittings  found  to  be  defective,  of  improper  material,  undersize. 

 14.  Provide  approved  gas  control  valve,  drips  in  gas  piping 

 15.  Install  gas  appliance  vent  having  the  required  grade  to  the  flue,  size,  distance  from  combustible  surfaces. 

 16.  Install  gas  appliance  vent  of  approved  material,  properly  secured,  extended  above  roof. 

 17.  Remove  unapproved  gas  appliance,  piping  and  cap  line  at  source. 

 18.  Other  deficiencies. 

 19.  Recommended  improvements. 


Location  and  extent  of  items  checked  above: 


U,  ,   (ft  3 


ffi-a.-  JL~L  n<J*ujc.  ^^A^. 


<C — n.  ~ 


The  items  of  correction  listed  herein  are  those  which  were  observed,  and  does  not  include  violations  which  may  be  concealed  and 
become  evident  when  work  is  begun.  The  recornmended  improvements  noted  are  not  code  requirements  but  are  provided  for  your 
assistance  in  upgrading  your  building.  *«■" 

Please  contact  the  inspector  who  prepared  this  report  if  you  have  any  questionsconpwfling  the  required  work.  NOTE:  Installation  and 
repair  is  to  be  done  in  a  workmanlike  manner  under  permit.  Permits  required:  CB'Plumbing  □  Building. 


M.1*J 


PLUMBING 


103 


San  Francisco  Department  of  Public  Works  Office.  

Bureau  of  Building  Inspection  S  5  S  "  6030 

Telephone :  _  

ELECTRICAL  INSPECTION  REPORT 

M   ^7-53    PilG^T     C^PT-  2AiZb~)   FileNc.  


Qwn€r  MR'    LgPN^   Electrical  Inspector:  t-^PrOf^fTT^^  *j  !  

Date  of  Inspection  \'2.<^"&^   Buj|ding  lnspector;  r^Wl'^  ,  

The  items  checked  below  are  those  requiring  correction  in  accordance  with  San  Francisco  Electrical  Code,  and/or  Housing  Code,  and 
are  those  which  were  observed  during  inspection  and  do  not  include  violations  which  may  be  disclosed  as  work  progresses. 

Obtain  permit  before  starting  work. 

Based  on  the  following  report  it  is  required  that  the  violations  be  corrected  by  a  registered  electrical  contractor,  subject  to  permit  and 
inspection.  NO  ELECTRICAL  WORK  OF  ANY  KIND  SHALL  BE  PERFORMED  UNTIL  OR  UNLESS  A  BUILDING  PERMIT  HAS 
FIRST  BEEN  ISSUED.  .   .  

7?)  Hazardous  wiring  is  In  evidence  and  shall  be  removed  or  corrected  (EC  Sec.  3)  tJlrvldouJ — FA^J  OPT — ^  ^  ' . 


0 


\2^\  Unapproved  portable  cords  are  fastened  to  the  building,  supplying  electricity  to  lights  and/or  plugs.  EC  Sec.  21,  36,  37d.  All 
portable  electrical  cords  and  associated  plugs,  switches,  etc.  shall  be  removed. 

3.    Fuses  being  used  in  branch  circuits  are  oversized.  EC  Sec.  37a,  37b,  37c,  37d.  Install  'Type  S"  non-tamperable  fuses  of 
proper  size. 

(7)  Lighting fixture(s)  and  out.et(s)  CM**  ^"^^(is)  (are,  (impro^r.y  installed) 

—  (defective)  (missing).  EC  Sec.  4,  37c.  Same  shall  be  (repaired)  (replaced)  (removed)  (or)  (and)  (outlet(s]  capped). 

5.  ^  Every  room  with  running  water  shall  have  (a)  wall  switch(es)  to  control  lighting  outlets.  HC  505. 

6.  Electrical  appliances  are  plugged  into  lighting  outlets  (in)  (at)  . — .  EC  Sec.  37a, 

'    37b,  37c.  Remove  appliance  or  install  approved  plug  receptable  under  permit  and  inspection  by  this  Division. 

C lS  The  main  electrical  service  is  (obsolete)  (and)  (deteriorated)  (and)  (inadequate)  (and)  in  a  hazardous  condition.  Install  approved, 
^~*^  enclosed,  "dead  front"  service  wiring  and  equipment,  adequate  for  the  load  served  under  permit  and  inspection  by  this  division. 
EC  Sec.  4, 37c.  ^EE"  &eX£>t*J  < 

8.    Open  bare  wiring  at  fuse  panel  boards  to  be  enclosed  "Dead  Front".  EC  Sec.  3. 

Every  habitable  room  shall  have  at  least  one  (1)  electrical  plug  outlet  and  every  kitchen  shall  have  at  least  two  (2)  electrical 

—  plug  outlets.  HC  505.  Kitchen  plug  outlets  shall  be  wired  to  an  approved  "utility  circuit".  New  plugs  to  be  located  in  usable 
locations.  IrJSTALl,    f\EJL£L?TA<^<-^    AeovJtr   KlTCHerO  QDulfOteK  A-PT  Z  4-  , 

10.  (Outlet)  (junction  box)  (panel)  cover(s)  (is)  (are)  missing  .  .  ,  EC  Sec.  36, 

37.  Install  missing  cover(s). 

11.  Provide  egress  lighting  as  per  Building  Inspector's  report. 

12.  Inspection  of    OT^ *=■/"(     A^ft  ^TM-EhTt"-^       was  not  possible  at  the  time  of  inspection  and  further  investigation  may 
expose  items  requiring  maintenance  and/or  repair.  HC  308. 

The  items  of  correction  listed  herein  are  those  which  were  observed,  and  does  not  include  similar  violations  which  may  be  concealed 
and  become  evident  when  work  is  begun. 

HOUSET  PArO£TL.  BO^^d    SupPUrs    gRAA)e>l  gjftXCHTS     FSR    tQPT~  S 

Td'-S      CRey)TT5^     /VP     OQ'gR.us^d    C_0rsjdlT t art   •         ALSO  /  

P/Wtde~    AoAof    CALCULA'tLGtO'B    f=&r<  MflifJ  ?=U=cJr*  ^EVM\ 
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105.3.8.3  Financial  hardship.  In  any  case  of  extreme  financial  hardship,  the  Board 
may  grant  a  moratorium  to  correct  conditions  which  are  not  imminent  and  substantial 
hazards.  Such  a  moratorium  shall  be  granted  only  to  an  owner  occupant  of  a  single-  . 
or  two-family  dwelling  where  all  such  hazards,  as  found  by  the  Director,  have  been 
corrected.  The  decision  of  the  Board  in  any  case  in  which  a  moratorium  has  been 
granted,  as  set  forth  above,  shall  contain  the  duration  of  the  moratorium,  and  the 
condidons  for  its  termination.  A  copy  of  the  decision  granting  a  moratorium  shall  be 
recorded  in  the  office  of  the  Recorder  of  the  City  and  County  of  San  Francisco.  

1053.8.4  Moratorium.  Notwithstanding  the  provisions  of  this  code  and  the  San 
Francisco  Housing  Code,  the  Abatement  Appeals  Board,  upon  the  written  appeal  of 
any  person,  may  grant  a  moratorium  from  enforcement  of  a  Director's  order  made 
pursuant  to  Section  102.6  of  this  code  for  the  property  which  is  the  subject  of  the 
order  in  order  to  prevent  displacement  of  low  and  moderate  income  persons  from 
affordable  housing,  if  the  Board  finds  that: 

1.  The  Director's  order  from  which  the  appeal  is  taken  was  issued  after  April  1,  — 
1986;  and 

2.  The  property  is  a  Group  R,  Division  1  (R-l)  building  as  defined  in  Section  310.1 
of  the  Building  Code;  and 

3.  The  building  was  constructed  prior  to  January  1,  1956;  and 

4.  The  condition  does  not  constitute  a  life  hazard  or  a  fire  hazard  as  defined  in 
Chapter  2  of  the  Building  Code;  and 

5.  The  condition  does  not  violate  the  San  Francisco  Fire  Code  or  any  code  other 
than  the  Building  and  Housing  Codes;  and 

6.  The  condition  does  not  affect  adequate  egress  from  the  building;  and 

7.  The  condition  does'  not  endanger  the  life,  limb,  health,  property,  safety,  or 
welfare  of  the  public  or  the  occupants  of  the  building;  and 

8.  50%  or  more  of  the  households  living  in  the  building  are  paying  annual  rent 
equal  to  or  less  than  30%  of  the  annual  of  low  and  moderate  income  as  defined  in 
Section  104.5  of  the  Building  Code;  and 

9.  The  abatement  of  the  condition  will  have  a  reasonable  probability  of  resulting 
in  the  displacement  of  occupants  who  are  of  low  and  moderate  income  as  defined  in 

Section  104.5  of  the  Building  Code. 

105.3.8.5  Findings,  copy  of.  The  Board  shall  serve  the  property  owner,  and  the 
person  requesting  the  moratorium  if  other  than  the  property  owner,  by  sending  a  copy 
of  its  findings  and  decision  by  certified  mail  to  such  persons  at  their  last  known 
address.  A  copy  of  the  findings  and  the  decision  granting  a  moratorium  shall  be 
recorded  in  the  office  of  the  Recorder  of  the  City  and  County  of  San  Francisco. 

1053.8.6  Moratorium  term.  The  maximum  term  of  the  moratorium  shall  be  10  years 
from  the  date  the  Board's  findings  and  decision  are  served  on  the  Director  of  Public 
Works.  At  any  time  during  the  pendency  of  a  moratorium  under  this  section,  any 
person,  including  the  Director,  may  request  that  the  Abatement  Appeals  Board  extend 
the  moratorium  for  one  or  more  five-year  periods  by  filing  a  written  request  with  the 
Secretary  of  the  Board.  The  Board  shall  hold  a  public  hearing  on  the  request  and  issue 
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separate  findings  and  a  decision.  Any  request  for  an  extension  of  the  moratorium  shall 
be  subject  to  the  notice  and  hearing  procedures  of  this  subsection.  In  order  to  extend 
the  moratorium,  the  Abatement  Appeals  Board  must  make  the  nine  findings  above. 

105.3.8.7  Rescind  moratorium.  At  any  time  during  the  pendency  of  a  moratorium 
under  this  section,  any  person,  including  the  Director,  may  request  that  the  Abatement 
Appeals  Board  rescind  the  moratorium  by  filing  a  written  request  with  the  Secretary 
of  the  Board.  The  Board  shall  hold  a  public  hearing  on  the  request  and  issue  separate 
findings  and  a  decision.  Any  request  for  a  recision  of  the  moratorium  shall  be  subject 
to  the  notice  and  hearing  procedures  of  this  subsection. 

105.3.8.8  Violations  listed.  The  moratorium  shall  apply  only  to  those  code  violations 
expressly  listed  therein.  All  other  violations  which  exist  and  are  not  so  listed  in  the 
findings  and  decision  granting  the  moratorium  shall  be  abated. 

1053.8.9  Duration.  Once  the  Board's  order  granting  a  moratorium  is  issued,  ihe 
building  is  no  longer  considered  a  nuisance  or  a  substandard  building  for  the  duration 
of  the  moratorium  with  respect  to  those  code  violations  expressly  listed  in  the  Board's 
findings  and  decision. 

1053.9  Failure  to  comply.  Upon  the  failure  of  any  owner  to  comply  with  the  order 
of  the  Director  or  the  Abatement  Appeals  Board,  the  matter  shall  be  referred  within 
five  days  to  law  enforcement  authorities  of  the  City  and  County  of  San  Francisco  for 
appropriate  legal  action. 

1053.10  Compensation.  The  members  of  the  Abatement  Appeals  Board  shall  serve 
^wWtoutcoimpensa^on^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^^ 

105.4  Board  of  Examiners. 

105.4.1  Establishment  There  is  hereby  created  a  Board  of  Examiners  consisting  of 
six  members  who  are  qualified  by  experience  and  training  to  pass  upon  matters 
pertaining  to  building  design  and  construction.  The  word  "Board"  whenever  used  in 
Sections  105.4  through  105.4.8  means  Board  of  Examiners.  Its  functions  shall  be: 

1.  To  determine  whether  specific  new  materials,  new  methods  and  types  of 
construction  comply  with  the  standards  of  safety  established  by  this  code;  and  to 
recommend  the  approval  or  disapproval  of  such  new  materials,  new  methods  and  types 
of  construction. 

2.  To  determine  whether  variances  from  the  requirements  of  this  code  should  be 
approved  for  specific  cases  where  new  materials,  new  methods  and  types  of  construc- 
tion are  not  involved,  and  where  the  enforcement  of  compliance  therewith  should  result 
in  unreasonable  hardship. 

3.  To  determine  reasonable  interpretations  of  the  provisions  of  this  code. 

4.  To  hear  appeals  from  the  condemnation  or  abatement  order  of  the  Director 
involving  construction  methods,  assemblies  or  materials  or  where  safety  is  involved. 
A  copy  of  the  findings  of  the  Board  of  Examiners  shall  be  forwarded  to  the  Abatement 
Appeals  Board. 

105.4.2  Definition.  The  term  "standard  of  safety,"  as  used  in  this  section,  shall  mean 
the  general  degree  of  safety  conforming  to  the  provisions  of  this  code  as  required  to 
safeguard  life  or  limb,  health  and  public  welfare. 
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Director  except  that  any  such  continuance  shall  not  exceed  30  days  and  there  shall  be 
only  one  such  continuance  allowed.  Subject  to  the  procedures  prescribed  by  the 
Director  for  the  orderly  conduct  of  the  hearing,  all  persons  having  an  interest  in  the 
building,  structure  or  property,  or  portion  thereof  complained  of,  or  having  knowledge 
of  facts  material  to  the  allegations  of  the  complaint,  may  present  evidence  material 
to  the  matter  for  consideration  by  the  Director. 

The  Director  may  designate  a  deputy  who  may  act  in  place  of  the  Director  as  the 
hearing  officer.  The  deputy  shall  have  the  same  authority  as  the  Director  to  hear  and 
decide  the  case  and  to  make  any  order  hereinafter  provided  for. 

102.5  Decision.  The  Director,  after  a  full  and  fair  consideration  of  the  evidence  and 
testimony  received  at  the  hearing,  shall  render  within  30  days  following  the  conclusion 
of  such  hearing,  a  decision  in  writing,  either  dismissing  the  proceedings,  or,  if  finding 
that  the  building,  structure  or  property,  or  a  portion  thereof,  is  an  unsafe  building  or 
property,  ordering  that  it  be  repaired,  altered,  vacated  and  altered  or  repaired,  or 
vacated  and  demolished. 


102.6  Contents  of  Order. 


102.6.1  Address.  The  order  shall  set  forth  the  street  address  of  the  building  or 
structure,  sufficient  for  identification.  It  shall  contain  a  statement  of  the  particulars 
which  render  the  building,  structure  or  property,  or  portion  thereof,  an  unsafe  building 
or  property  and  a  statement  of  work  required  to  be  done. 

102.6.2  Time.  The  order  shall  specify  the  time  within  which  the  premises  or  portion 
thereof  shall  be  vacated,  if  ordered,  and  the  time  within  which  the  work  required  is 
to  be  commenced,  which  rime  shall  not  be  in  excess  of  60  days  from  the  date  of  the 
order.  The  order  shall  further  specify  a  reasonable  time,  not  to  exceed  six  months  from 
commencement,  within  which  the  work  shall  be  completed. 

102.6.3  Extension  for  start.  Upon  written  application  of  the  owner  and  for  good 
cause  shown,  and  where  no  imminent  risk  to  life  and  property  is  present,  the  Director 
may  grant,  in  writing,  one  extension  of  time  not  to  exceed  90  days  within  which  the 
required  work  must  be  commenced. 

102.6.4  Extension  for  completion.  The  time  for  completion  may,  by  the  Director, 
be  extended  for  good  cause  shown,  except  that  such  extension  shall  not  exceed  90 
days.  Such  extension  shall  be  in  writing  upon  the  application  of  the  owner  and  shall 
be  limited  to  the  minimum  time  necessary  for  completion.  Only  one  such  extension 
may  be  allowed. 

102.7  Posting  and  Service  of  Order.  A  copy  of  the  order  to  repair,  alter,  vacate  and 
alter  or  repair,  or  vacate  and  demolish,  any  property,  building  or  structure,  or  portion 
thereof,  shall  be  posted  in  a  conspicuous  place  upon  the  building,  structure  or  property 
and  shall  be  served  in  the  manner  above  prescribed  in  the  case  of  the  notice  of 
hearing,  upon  all  persons  to  whom  the  notice  of  hearing  is  required  to  be  served,  and 
a  copy  shall  be  recorded  in  the  office  of  the  Recorder  of  the  City  and  County. 

102.8  Compliance,  Rescinding  Order.  When  the  property  or  building,  structure  or 
part  thereof,  which  was  found  to  be  unsafe,  has  been  found  to  comply  with  require- 
ments of  the  Director  as  to  rehabilitation,  alteration,  repair  or  demolition,  the  Director 
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shall  issue  and  record  in  the  office  of  the  Recorder,  an  order  rescinding  the  original 
order. 

102.9  Appeal  of  Order.  Any  person  may  appeal  from  an  order  of  the  Director  made 
pursuant  to  the  provisions  of  Section  102.6  and  shall,  at  the  hearing  provided  for  in 
Section  102.4  and  in  said  order,  be  apprised  of  the  right  of  appeal  to  the  Abatement 
Appeals  Board,  provided  that  the  appeal  is  made  in  writing  and  filed  with  the  Secre- 
tary of  the  Abatement  Appeals  Board  within  10  days  after  such  order  is  posted  and 
served.  The  10-day  limitation  shall  not  apply  when  any  type  of  a  moratorium  autho- 
rized in  this  subsection  is  sought  Where  construction  methods,  assemblies  or  materials 
are  the  bases,  in  whole  or  in  part,  of  the  Director's  finding  that  the  premises,  building 
or  structure,  or  part  thereof,  is  unsafe,  the  Abatement  Appeals  Board  shall  refer  these 
matters  to  the  Board  of  Examiners  for  its  examination  and  determination  with  respect 
to  such  methods,  assemblies  or  materials  in  accordance  with  this  code  and  the  rules 
and  requirements  of  the  Board  of  Examiners. 

The  Board  of  Examiners  shall  approve  or  disapprove  such  methods,  assemblies  and 
materials,  and  may  attach  conditions  to  its  approval,  and  shall  forward  aeopy  of  its 
report  to  the  Abatement  Appeals  Board.  The  Abatement  Appeals  Board  s"hall  include 
in  its  decision  the  finding  of  the  Board  of  Examiners. 

102.10  Violation  —  Penalties  for  Disregarding  Order. 

102.10.1  Failure  to  comply.  The  owner  or  other  person  having  charge  and  control 
over  any  building,  structure  or  property,  or  portion  thereof,  determined  by  the  Director 
to  be  an  unsafe  building  or  property,  who  shall  fail  to  comply  with  any  order  to  repair, 
alter,  vacate  and  alter  or  repair,  or  vacate  and  demolish,  said  building  or  property,  shall 
be  guilty  of  a  misdemeanor  as  set  forth  in  Section  103. 

102.10.2  Failure  to  vacate.  The  occupant  or  lessee  in  possession  who  fails  to  comply 
with  the  order  to  vacate  said  building  or  portion  thereof  in  accordance  with  any  order 
given  as  provided  for  hereinabove  shall  be  guilty  of  a  misdemeanor  as  set  forth  in 
Section  103. 

102.10.3  Notice  removal.  Any  person  who  removes  any  notice,  complaint  or  order 
posted  as  required  hereinabove  shall  be  guilty  of  a  misdemeanor  as  set  forth  in  Section 
103. 

102.11  Costs  of  Abatement  by  City.  Whenever  the  Director,  pursuant  to  authority 
conferred  by  this  chapter,  shall  cause  a  building,  structure  or  property,  or  portion 
thereof,  to  be  barricaded  or  otherwise  secured,  to  be  repaired  or  altered,  or  to  be 
demolished  and  the  site  thereof  cleared,  by  the  Department  of  Public  Works  or 
pursuant  to  contract,  the  cost  thereof  shall  be  paid  from  the  "Repair  and  Demolition 
Fund"  and  assessed  against  the  property  upon  which  the  particular  building  or  structure 
is  located. 

102.12  Repair  and  Demolition  Fund.  A  special  revolving  fund,  to  be  known  as  the 
"Repair  and  Demolition  Fund,"  is  hereby  created  for  the  purpose  of  defraying  the  costs 
and  expenses  (including  Department  administrative  costs)  which  may  be  incurred  by 
the  Director  of  Public  Works  in  carrying  out  the  authority  conferred  by  this  chapter 
to  barricade  or  otherwise  secure,  and  to  repair,  alter,  demolish  and  clear  unsafe 
building,  structures  and  property. 
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whether  or  not  such  encroachment  [specifically  allowed  in  this  code,  and  regardless 
of  whether  the  City  may  bejjl>fa1IIt7 

The  bond  frojn-air~approved  surety  in  the  amount  determined  by  the  Director  and 
the  Contpollef^hall  be  furnished  the  Director,  when  required,  prior  to  granting  the 
ejjCFO^chmenL 

19.    Add  the  following  Subsection  104.5  to  read: 

104.5  Code  Enforcement  and  Rehabilitation  Fund, 

104.5.1  Establishment  There  is  hereby  established  in  the  Treasury  of  the  City  and 
County  a  special  fund  to  be  known  and  designated  as  the  "Code  Enforcement  and 
Rehabilitation  Fund,"  into  which  shall  be  deposited  all  funds  allocated  by  the  State 
Controller  from  the  Local  Agency  Code  Enforcement  and  Rehabilitation  Fund. 

104.5.2  Use  of  funds.  The  "Code  Enforcement  and  Rehabilitation  Fund"  shall  beused 
exclusively  for  any  or  all  of  the  following  purposes  which  is  mandated  by  State  law: 

1.  To  defray  costs  incurred  in  the  enforcement  of  local  housing  code  provisions. 

2.  To  fund  housing  rehabilitation  programs  for  persons  and  families  of  low  and 
moderate  income,  as  defined  in  Section  50093  of  the  State  Health  and  Safety  Code. 

3.  To  prevent  or  minimize  displacement  of  tenants  and  homeowners  as  a  result  of 
local  enforcement  activities. 

104.53  Hardship  loans.  The  Director  may  make  a  hardship  loan  to  the  owner- 
occupant  of  a  one  or  two  unit  dwelling,  or  condominium  unit  in  an  apartment  house 
to  correct  any  condition  within  the  unit  owned  by  the  borrower  and  the  borrower's 
share  of  the  required  work  in  the  public  areas,  which  the  Director  has  found  to  be 
unsafe  pursuant  to  Section  103,  provided  that  the  owner  provides  the  Director  with 
evidence  that  the  owner: 

1.  Has  title  to  the  property  and  is  an  owner  occupant  thereof; 


2.  Is  of  low  and  moderate  income,  i.e.,  80  percent  of  the  median  income  for  San 
Francisco  households  of  comparable  size,  as  determined  by  the  Department  of  Housing 
and  Urban  Development; 


3.  Is  unable  to  obtain  comparable  financing;  and 

4.  Agrees  to  give  priority  to  the  removal  of  imminent  and  substantial  life  hazards 
in  the  expenditure  of  the  loan  proceeds.  The  loans  shall  be  interest-free,  deferred- 
payment,  and  due  and  payable  upon  sale  or  transfer  of  the  property  or  termination  of 
owner  occupancy.  The  maximum  amount  of  the  loan  is  $7,500  and  the  minimum  is 

$250. 

The  loan  repayment  shall  be  to  the  "Code  Enforcement  and  Rehabilitation  Fund." 
The  Director  shall  have  authority  to  establish  rules  and  procedures  for  the  implementa- 
tion of  this  program. 

104.5.4  Administration  and  expenditures  of  fund.  The  procedure  of  administering 
the  "Code  Enforcement  and  Rehabilitation  Fund"  shall  conform  to  the  provisions  of 
the  Charter  and  the  procurement  procedure  as  prescribed  by  the  Controller  and  the 
purchaser  of  supplies;  provided,  however,  that  the  funds  received  from  the  Local 
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Agency  Code  Enforcement  and  the  Rehabilitation  Fund  shall  not  be  included  as 
revenue  in  the  budget,  and  shall  be  appropriated  by  separate  ordinance  of  the  Board 
of  Supervisors. 

SECTION  105  —  COMMISSIONS  AND  BOARDS  OF  APPEAL  AND  / 
ADVISORY  COMMITTEES  S 

Editor's  Note:  The  following  Directory  is  provided  as  a  convenience  to  the  code  user  only. 
Directory.  / 
Section  Title 

/ 

105.2  Access  Appeals  Commission  y/ 

105.3  Abatement  Appeals  Board  / 

/ 

105.4  Board  of  Examiners  / 

105.5  Code  Advisory  Committee 

105.6  Seismic  Investigation  and  Hazard  Survey  Advisory  Committee 

105. 7  Structural  Advisory  Committee  / 

105.8  Unreinforced  Masonry  Building  Appeals  Board 

20.    Section  105,  Replace  Section  105  with  the  following  to  read: 
105.1.1  [For  SFM]  Right  to  Appeal.  Retain  this  subsection 
105.2  ACCESS  APPEALS  COMMISSION. 

105.2. 1  Establishment;  Composition;  Purpose.  Pursuant  to  the  provisions  of  Section 
19957.5  of  the  Health  and  Safety/Code  of  the  State  of  California,  there  is  hereby 
established  an  Appeals  Commission  to  be  known  as  the  Access  Appeals  Commission 
composed  of  five  members  to/near  written  appeals  brought  by  any  person  regarding 
action  taken  by  the  Department  of  Building  Inspection  in  the  enforcement  of  the 
requirements  of  Part  5.5  (commencing  with  Section  19955),  Division  13  of  the  Health 
and  Safety  Code  of  thp  State  of  California,  including  the  exceptions  contained  in 
Section  19957  thereof;  as  well  as  action  taken  by  the  Department  in  the  enforcement 
of  disability  accessed  adaptability  provisions  of  this  Code.  The  word  "commission" 
whenever  used  ui  Sections  105.2  through  105.10  shall  mean  the  Access  Appeals 
Commission.  / 

105.2-2  Appointments;  Qualifications;  Terms;  Vacancies;  Compensation.  Members 

Jssion  shall  be  qualified  and  appointed  as  follows: 
mbers  of  the  commission  shall  be  persons  with  a  physical  disability,  two 
1  be  experienced  in  construction,  and  one  member  shall  be  a  public 
hall  be  appointed  by  the  Building  Inspection  Commission  and  serve  at 
he  terms  shall  be  staggered  and  the  term  of  each  member  shall  be  four 
mbers  shall  continue  in  office  until  the  expiration  of  his  or  her  term  and 
-  _  __.  successor  is  appointed  and  qualified.  The  members  of  this  commission 
serve  at  the  pleasure  of  the  Building  Inspection  Commission. 
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APPEAL  TO  THE  ABATEMENT  APPEALS  BOARD 
OF  THE  CITY  AND  COUNTY  OF  SAN  FRANCISCO 

DIRECTOR'S  ORDER 


Ffle  Appeal  wiin 
Abatement  Aopeals  Be 
r  .  '650  Mission  Stree 
San  c  rand  sec.  CA  94 
No.  553-5454 

'P7'^* FSt;  $58-77 


LaJ   King  nnan    Appeal  Number  4& 

Appellant 

The  undersigned  appellant  hereby  appeals  to  the  Abatement  Appeals  Board,  pursuant  to  Section 
203.1  of  the  Building  Code,  Part  H,  Chapter  L  of  the  San  Francisco  Municipal  Code,  and  makes 
the  following  allegations  in  connection  therewith: 

(1)  The  order  appealed  from  was  made  at  a  public  hearing  by  the  Director  of  Public  Works, 
of  the  City  and  County  of  San  Francisco,  on    August  ft.   i  qqa  •  

(2)  The  affected  premises  are  located  at  ft g ?  =  ft  5 ft  Filbert-   - 

San  Francisco.  They  contain      i  i  dwelling  units  and   4fi       rooming  units. 

(3)  State  in  ordinary  and  concise  language  the  specific  nature  of  the  action  appealed  from 
together  with  any  material  facts  relating  thereto. 

I  wish  to  appeal  the  order  of  a"ba±£inaiit  La  ^jarHc  4-0  t&c  haspmpnf. 
units,    2A  &  2B-as  so  idpnt-.ifipd  h>y  jjie  CLUje  


(4)  State  the  relief  you  need  and  reasons  why  you  claim  the  appealed  action  should  be 
modified  or  reversed  by  this  board. 

See  Attachment  A.     //<^t^9^^c^^\  ~~  i-ui^f  &  Aj^<^  ^ 


(Attach  additional  sheet(s)  if  necessary.) 

(5)  The  undersigned  is  the  owner/agent,  (state  which)  of  the  premises  described  in 
Paragraph  (2)  above  852-858  Filbert  St.  . 

(6)  The  official  address  of  the  undersigned  is: 

640   Rrnnklyn    AAre  .  .    ft 7   


TeL  No.  510-444-1105 


September   19,  1996. 


Date  Filed  Signature  (Print  Name  Below) 

Bill  Quan 

File  Abatement  Appeals  Board  (AAB). 

1660  Mission  Street  6th  Floor,  San  Francisco,  CA  94103.  TeL  (415)  558-6454 
ml/AAB-Fbrm 


II 


1 


Jan  Francisco  8uilding  Code,  Section  203  (s)  provides  as  follows: 

"...The  Abatement  Appeals  Board  shall  have  the  power  to  hear  and  decide  appeals  from  orders  of  abatement  after 
a  public  hearing  by  the  Director  of  Building  Inspection  made  pursuant  to  Sections  203  (f)  and  203  (I),  and  to  hear  direct 
appeals  as  set  forth  in  Section  203  (b). 

\  The  Abatement  Appeals  Board  may  uphold,  modify  or  reverse  such  orders,  provided  that  the  public  health,  safety  and 

)  welfare  are  secured  most  nearly  in  accordance  with  the  intent  and  purpose  of  this  code  and  the  Housing  Code. 
 .  < 

The  Abatement  Appeals  Board  may  also  hear  appeals  from  property  owners  who  believe  the  Director  is  not  reasonable 
in  notifying  the  State  Franchise  Tax  Board  that  their  rental  residential  property  Is  In  non-compliance  with  this  code 
pursuant  to  Section  17299  and  24436.5  of  the  Revenue  and  Taxation  Code  of  the  State  of  California..." 

e  answer  the  following  questions.  Print  legibfy. 

Your  relationship  to  the  property  involved  (owner,  owner's  agent,  contractor,  etc.): 

nunpr  1  q    c;nn    and    agpnt  ,  

When  was  the  work  done?  -  __  hPgan  at  an  unknown  date  prior  to   1961   and  continued   i  n  t  < 

the  late  1980s. 

Who  did  the  work?  varies   li^"^  unlicensed  people,   some  unknown  to  current 

owner . 

Were  you  or  the  present  owner  in  ownership  or  possession  when  work  was  performed?  If  no,  explain  /i.e.,  date  property  , 
purchased  and  approximate  time  when  work  was  performed):  No,   not  prior  to   1961  when  the  property 

was  purchased  by  current  owner.  ,  ;  

What  was  the  extent  of  the  work  performed?  How  much  remains  to  be  done? 

a  c^n.f^.nf  anflimt  nf  work  was  performed.  Work  that  needs  to  be  done  is 

Wf^  «°your  'occupation?  If  retired,  what  was  your  occupation?  If  you  are  a  co-owner,  list  all  other  co-owners  and  their 
occupations.  RcxapjexJby  ^^gpr .  RnH   t  ^ooamo  involved  with  this  property  around 

the  middle  of  1995.  

jDo  you  own  other  properties  in  San  Francisco?    Yes  ,  — 

If  yes,  do  any  of  these  properties  have  orders  of  abatement?    No  .   — 

Have  you  owned  property  in  San  Francisco  before?  Mo   


Were  you  aware  of  the  permit  requirements  for  this  work?  No 


Was  one  of  your  employees  negligent  in  regard  to  this  permit  application? 
Not — appl icablG  


What  other  permits  have  you  been  granted  by  the  City?  Mono 


What  other  facts  do  you  want  the  Board  to  consider?    See  Attachment"  a 


(Continue  on  the  back  of  this  sheet  rt  you  need  more  space.) 


re  under  penalty  of  perjury  and  the  laws  of  the  State  of  California  that  the  foregoing  is  true  and  correct. 
Completed:  _e jpi ie mfa l£ LT  19,    1  996    Signature: 

:   _-___  -  HQS   Print  Name:      Bill  Quan  

y.irm)  Title  (owner,  contractor,  etc.):       Qwne r  '  -S  agon  t 


ATTACHMENT  A 


The  two  basement  units,   identified  as  2A  and  2B  in  the 
attached  1988   "Notice  of  Violation",   have  been  used  as 
affordable  housing  since  at  least  1975.   Enclosed  are  letters 
from  a  long  time  tenant  and  the  family's  plumber  that  support 
this.  No  one  who  has  every  lived  in  the  units  or  any 
neighbor  that  we  are  aware  of  has  ever  complained  about 
the  basement  units.     Additionally,  since  the  violation  notice 
the  alleged  significant  electrical  and  smoke  detector 
problems  have  been  corrected,  albeit  admittedly  without  going 
through  the  City's  permitting  process.     Typically,  the  people 
who  have  rented  the  units  have  been  newly  arrived  immigrants 
from  Asia,  oftentimes  with  pre  school  children.  These 
renters  have  always  fallen  under  the  definition  of  a  low 
income  family.     The  basement  units  are  in  an  apartment 
building  with  nine  other  units.  We  believe  that  the  basement 
units  satisfy  the  nine  moratorium  criteria  under  Section 
105.3.8.4  of  the  San  Francisco  Building  Code  and  we  are 
entitled  to  and  are  requesting  it.  This  is  necessary  to 
prevent  the  removal  -of  additional  affordable  housing— f-r-om-4:he 
City  because  under  today's  planning  code  the  units  cannot  be 
legalized  due  to  the  insufficient  lot  size  of  the  property  on 
which  the  units  are  located.  Beyond  that,  the  Director's 
order  should  be  reversed  as  it  is  not  in  keeping  with  what  we 
understand  to  be  current  City  enforcement  policy  on  alleged 
illegal  in-laws:   action  would  be  taken  only  in  cases  of  a 
complaint  by  the  resident  or  neighbors.  That  is  not  the  case 
here  . 


APPEAL .DOC 


July   11,  1996 
Oscar  Uilliams 

Department  of  Building   Inspection  ( DBI  ) 
City  and  County  of  San  Francisco 
1660  Mission  St.,   6th  Floor 
San  Francisco,   CA .  94103 

RE:    DBI's  June  26,   1996   "Final  Uarning"   for  852  Filbert  St. 
Dear  Mr.  Uilliams: 

This  is  in  response  to  the  subject  warning.   I  have  enclosed 
statements  from  a  tenant  at  the  subject  building,  Ms.  Ann 
Bonzani ,  and  our  plumber ,  Mr .  Paul  Paraventi  of  Servadei 
Service,   Inc.,  that  people  were  already  living  in  basement 
units  2A  and  2B  for  quite  some  time,  at  least  13  years  prior 
to  your  department's  inspection  of  them  in  1988. 

Considering  the  fact  that  the  basement  units  have  been  used 
for  an  extremely  long  period  of  time  and  that  no  problems  of 
the  sort  as  in  the  violation  notice  have  ever"6een  reportedT 
we  think  that  in  all  fairness  DBI  should  withdraw  its  "Final 
Uarning"  and  close  its  file  on  852  Filbert  St.     After  all 
there  are  probably  a  lot  of  other  similar  units  that  DBI  has 
not  targeted.  Also,  my  husband,  who  passed  away  in  1994  (see 
enclosed  document),  handled  all  these  matters;  when  he  did 
not  mention  anything  subsequent  to  the  1988  DBI  inspection  I 
assumed  everything  was  fine.   It  is  my  understanding  that  DBI 
did  not  follow  up  on  its  inspection  because  the  paperwork  was 
apparently  misplaced  for   nearly  eight  years.   I  feel  that  with 
so  much  time  having  passed  it  puts  us  in  somewhat  of  a 
disadvantage  in  terms  of  providing  documentation  on  people 
living  in  the  basement  units.     Fortunately,  we  do  have 
statements  from  Ms.     Bonzani  and  Mr.  Paraventi.  And  I  hope 
that  this  is  sufficient  to  close  the  file. 

If  you  have  any  questions  regarding  this  letter,  please  feel 
free  to  call  my  son  Bill  at  510-444-1105 


Si ncerely  ,  " 


-DBI 3 .DOC 


July  2,  1996 


Oscar  Ulilliams,   Housing  Inspector 
Department  of  Building  Inspection 
City  and  County  of  San  Francisco 
1660  Mission  St.,  6th  Floor 
San  Francisco,   CA  .  94103 


Dear  Mr.  Williams: 

This  is  in  regard  to  the   "  Final  Warning",  dated  6-28-96, 
that  you  sent  to  the  Quan  Family  Trust  at  1842  Mason  St. 
regarding  an  inspection  that  was  done  back  on  1-26-88  by  your 
department  of  their  property  at  852  Filbert  St.  The 
inspection  issue  is  the  supposed  legality  of  the  basement 
units,  designated  2A  and  2B  ,  that  were  inspected.  • 

I  wish  to  inform  you  that  I  have  been  a  resident  of  the  above 
Filbert  building  since  1927;   that  since  at  least  around  1975 
people  have  lived  in  the  above  basement  units  continuously. 
Also,   I  am  the  only  tenant  left  in  the  building  who  has  such 
knowledge . 

If  you  should  get  this  letter  before  July  17th  you  may  call 
me  at  474-2390.   After  that  date  I  will  be  abroad  to  help  take 
care  of  seriously  ill  relatives.   From  July  17th  thru  the  31st 
and  September   1st  thru  the  15th  I  will  be  in  London  and  may 
be  reached  at  011-44-1-71-274-8024.   During  the  month  of 
August  I  will  be  in  Italy  and  may  be  reached  at  011-39-525- 
98326.   Please  call  me  if  you  have  any  questions  regarding 
this  letter  . 


Sincerely , 


856  Filbert  3t. 
San  Francisco,   CA .  94133 
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J&fc  DEC  15  1996 

ABATEMENT  APPEALS  BOARD  SAN  FRANCISCO 

»  PUBLIC  LIBRARY 

NOTICE  OF  MEETING 

Wednesday,  December  18, 1996  at  1:00  p.m. 

War  Memorial  Building,  401  Van  Ness  Avenue,  4th  Floor,  Room  428 


AGENDA: 

FORTHISMFJT1NGOFTHE  ABATEMENT  APPEALS 

interim  cooperative  intent  of  the  Abatement  Appeals  Board  of  the  City  &  County  of  San  Francisco  that,  at  the  point  so 
designated  as  Public  Comment  on  the  following  Calendar,  members  of  the  public  may  address  the  Board  on  items  of 
interest  to  the  public  that  are  within  the  subject  matter  jurisdiction  of  the  Board-excepting  calendar  items.  With 
respect  to  calendar  items,  the  public's  opportunity  to  address  the  Board  will  be  afforded  when  the  item  is  reached  in 
the  meeting.  Each  member  of  the  public  may  address  the  Board  for  up  to  three  minutes.  If  it  is  demonstrated  that 
comments  by  the  public  will  exceed  1 5  minutes,  the  chairperson  may  continue  Public  Comment  to  another  time  during  the 
meeting. 

Please  see  attachment  for  the  Board  interim  cooperative  intent  on  accessibility  to  its  meetings. 

A.  CALL  TO  ORDER  and  ROLL  CALL: 

B.  OATH:  All  parties  giving  testimony  before  this  Board  today  will  rise,  raise  their  right  hands  and 

be  sworn. 

C.  APPROVAL  OF  MINUTES:  For  the  meeting  held  on  July  3,  1996  and  October  2, 1996. 

D.  CONTINUED  HEARTNG(S):  Order  of  Abatement  (continued  from  October  16,  1996). 

1.  CASE  NO.  6622:     852-858  Filbert  Street 

Owner  of  Record  &  Appellant:  The  Survivors  Trust,  c/o  Lai  King  Quan,  1842  Mason  Street,  San  Francisco, 

C A  94133 

Bill  Quan,  640  Brooklyn  Avenue,  #7,  Oakland,  CA  94696 

BASIS  OF  APPEAL:  Two  illegal  ground  floor  units  are  occupied  by  low-income  families  and 
units  have  been  existence  for  over  20  years. 


MEMBERS  OF  THE  BOARD 

Armando  Vasquez,  Vice  President 
Bobbie  Sue  Hood,  Member 
Sigmund  A.  Freeman,  Member 
Roy  M.  Guinnane,  Member 
Eileen  Hansen,  Member 
Jamie  Sanbonmatsu,  Member 
George  Tsang,  Member 


DEPARTMENT  REPRESENTATIVES 

William  Wong  (415)558-6139 
Teresita  Sulit  (415)558-6267 

CITY  ATTORNEY'S  OFFICE  REPRESENTATIVE 

IleneDick  (415)554-3920 

COURT  REPORTER:  Doris  Levine  (415)  456-9899 


Abatement  Appeals  Board  -  AGENDA  -  Meeting  of  December  18, 1996  -  Page  2 


ACTION  REQUESTED:  Grant  Moratorium  pursuant  to  BC  105 3.8.4  on  two  (2)  illegal  units. 

Testimony,  deliberation  and  possible  action  to  reverse,  affirm  or  modify  the 
terms  andconditions  of  the  Order  of  Abatement. 


E.  PUBLIC  COMMENT 


F.  ADJOURNMENT 


KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 

(Chapter  67  of  the  San  Francisco  Administrative  Code) 

Government's  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view  of  the  public. 

Commissions,  boards  councils  and  other  agencies  of  the  City  and  County  exist  to  conduct 
the  people's  business.  This  ordinance  assures  that  deliberations  are  conducted  before  the  people 
and  that  City  operations  are  open  to  the  people's  review. 


FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER  THE  SUNSHINE 
ORDINANCE  OR  TO  REPORT  A  VIOLATION  OF  THE  ORDINANCE,  CONTACT  THE 
SUNSHINE  ORDINANCE  TASK  FORCE  AT  554-6075. 


P:tds\12-18-96.aab) 


ACCESSIBLE  MEETING  INFORMATION  POLICY 


To  allow  individuals  with  environmental  illness  to  attend  the  meeting,  individuals  are  requested 
to  refrain  from  wearing  perfume  or  other  chemically  based  products.  

The  meeting  will  be  held  at  the  War  Memorial  Building,  located  at  401  Van  Ness  Avenue  (across 
;  the  street  from  City  Hall),  4th  Floor,  Room  428.  The  closest  accessible  BART  station  is  the  Civic 
1  Center  Station  at  8th  (at  the  United  Nations  Plaza)  and  Market  Streets. 

Accessible  MUNI/Metro  lines  servicing  this  location  are  the  J-Church,  K-Ingleside,  L-Taraval,  M- 
Ocean  View,  and  N-Judah  at  Van  Ness  and  Civic  Center  Stations;  9-San  Bruno,  71-Haight,  and 
42-Downtown  bus  lines.  For  information  about  MUNI  accessible  services  call  (415)  923-6142. 


~}ie  Commission  meeting  room  is  wheelchair  accessible.  Accessible  curb  side  parking  spaces  have 
een  designated  on  the  Van  Ness  Avenue  and  McAllister  Street  perimeters  of  City  Hall  for 
mobility  impaired  persons.    There  is  accessible  parking  available  within  the  Civic  Center 
Underground  Parking  Garage  at  the  corner  of  McAllister  and  Polk  Streets,  and  within  the 

Peiforrning  Arts  Parking  Garage  at  Grove  and  Franklin  Streets.  IS! 


Assistive  Listening  devices  will  be  available  at  the  meeting. 


A  sign  language  interpreter  will  be  available  upon  request  Please  contact:  Teresita  Sulit  at 
(415)  558-6267  at  least  72  hours  in  advance  of  the  meeting. 


Minutes  of  the  meeting  are  available  in  large  print/tape  form  and/or  readers  upon  request  If 
you  require  use  of  a  reader,  please  contact  the  Recording  Secretary,  Teresita  Sulit  at 
(415)  558-6267  at  least  72  hours  in  advance  of  the  meeting  to  request  this  service. 


• 
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PUBLIC  COMMENT  POLICY 


SECTION  67. 1  (SOP  THE  SAN  FRANCISCO  ADMINISTRATIVE  CODE 
PUBLIC  TESTIMONY  AT  REGULAR  AND  CERTAIN  MEETINGS. 

(a)  Every  agenda  for  regular  meetings  shall  provide  an  opportunity  for  members  of  the  public  to 
directly  address  a  policy  body  on  items  of  interest  to  the  public  that  are  within  the  policy 
body's  subject  matter  jurisdiction,  provided  that  no  action  shall  be  taken  on  any  item  not 
appearing  on  the  agenda  unless  the  action  is  otherwise  authorized  by  Section  67.7(e)  of  this 
article.  However,  in  the  case  of  a  meeting  of  the  Board  of  Supervisors,  the  agenda  need  not 
provide  an  opportunity  for  members  of  the  public  to  address  the  Board  on  any  item  that  has 
already  been  considered  by  a  committee,  composed  exclusively  of  members  of  the  Board,  at 
a  public  meeting  wherein  all  interested  members  of  the  public  were  afforded  the  opportunity 
to  address  the  committee  on  the  item,  before  or  during  the  committee's  consideration  of  the 
item,  unless  the  item  has  been  substantially  changed  since  the  committee  heard  the  item,  as 
determined  by  the  Board. 

(b)  Every  agenda  for  special  meetings  al  which  action  is  proposed  to  betaken  .on  an  item  shall 
provide  an  Opportunity  for  each  member  of  the  public  to  directly  address  the  body  concerning 
that  item  prior  to  action  thereupon. 

(c)  A  policy  body  may  adopt  reasonable  regulations  to  ensure  that  the  intent  of  "Subdivisions  (a) 
and  (b)  are  carried  out,  including,  but  not  limited  to,  regulations  limiting  the  total  amount  of 
time  allocated  for  public  testimony  on  particular  issues  and  for  each  individual  speaker.  Each 
policy  body  shall  adopt  a  rule  providing  that  each  person  wishing  to  speak  on  an  item  before 
the  body  at  a  regular  or  special  meeting  shall  be  permitted  to  be  heard  once  for  up  to  three 
minutes. 


(d)  A  policy  body  shall  not  abridge  or  prohibit  public  criticism  of  the  policy,  procedures,  programs 
or  services  of  the  City,  or  any  other  aspect  of  its  proposals  or  activities,  or  of  the  acts  or 
omissions  of  the  body,  on  the  basis  that  the  performance  of  one  or  more  public  employees  is 
implicated,  or  on  the  basis  other  than  reasonable  time  constraints  adopted  in  regulations 
pursuant  to  Subdivisions  (c)  of  this  section.  (Added  by  Ord.  265-93,  App.  8/18/93) 
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